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Today, industrial electronics is opening new oppor: 
tunities for load-building electrification. Management is look- 
ing to electronics as a key to greater productivity. Industria 
peoplefrom top management down—are hungry for inform: 
tion about its peacetime applications. 

Now your power- sales staff can move into a position of up-to- 
the-minute leadership in this field. By means of this new, talking. 
slidefilm course, they can be trained to give practical assistance 
to customers—to understand the problems al talk the language 
of electronics, as applied to hundreds of industrial tasks. 

In addition, vou can use this course to bring together in i0- 
structive sessions the engineers and electrical men whose goo 
will means the most to you in the plants of your customers 

Visualized for easy understanding, even by non-technici 


These Are the 12 Subjects of Indiv- 
idual Films and Lesson Books 


Harnessing the Electron 

Electronic Tubes as Rectifiers 

Grid Control of Electronic Tubes 
Fundamentals of Electricity, Part | 
Fundamentals of Electricity, Part Il 


. 


PNAURYWN > 


Electronic Relay Systems 
Electronic Rectifier Equipment 
Thy-mo-trol (Thyratron Motor Con- 


people, the course is so “‘packaged"’ that sessions can be cot 
ducted easily by ‘‘home-talent’’ instructors. It comes complet 
with 12 slidefilms and records, 300 review books, an instructor’ 


trol) Drive 


Photoelectric Systems 


N=O9 


Electronic Control of A-c Power 
Electronic Frequency Changing 


manual, and carrying case. 
in the More Power to America program) is $100. Just call your 
local G-E office or send order 5 

301-123, General Electric Company, 


Electronics, Today and Tomorrow 


4 INCREASED 


ELECTRIFICATION \ 
i 2 


This co-operative long-range plan to accelerate further elec- 
trification of industry and farming is now moving forward on 


three fronts: 


Dozens of utilities are furthering 

their programs of power-sales 
training and field promotion with the 
visual aids now available on laundries, 
electronic heating, and industrial 
electronics. 


GENERAL 


Machinery manufacturers and 

power users are co-operating 
with G.E. in preparing additional motion 
pictures and handbooks to help your 
sales engineers promote electrification 
more effectively. 


Price of these kits 


Schenectady 5, 


5 


Spat 
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GREATER 


EMPLOYAERT 


\ 


General Electric is exploring new 

3 fields for co-operative effort, 

making plans to publicize the ultimate 

benefits of further electrification — more 

productive employment, and more people 
regularly employed. 


If you want more information on ‘‘More Power to America,” call your local G-E representative. 
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Tax Reduction Program 
Will Aid Electric Utilities 


Slash in Corporation and Excess Profits Taxes Seen Likely by End 
of Year—Congressional Committees Considering Bills of Interest to 
Utilities—MVA Measure Reported Unfavorably by Subcommittee 


The first federal tax reduction in 15 
years was on its way through Congress 
this week containing the same _ provi- 





or- sions for electric utilities as for all 
ok- IE other corporations. 
fla Senate hearings were in progress 
ma-@ early this week aimed at revising the 
lax-cutting proposals which swept 
-t0- through the House with overwhelming 
ing-§ support, but the best guessing was that 
anc¢ ff little if any change would be wrought 
1ag¢ & by the Upper Chamber, since the Treas- 
iry Department has served notice that 
1 1B it must have the legislation no later 
700 # than November 1, if it is to prepare 
nets. # new forms and tables for the effective 
nica  date—next January 1. 
con The House bill: 
plete fH 1. Cut the excess profits tax from 85.5 
COrs® percent to 60 percent, effective in the 
No.) next calendar year, and provided for 
yout omplete repeal December 31, 1946. 
¢ 2. Cut the corporate surtax rate by four 
. points, bringing the minimum normal- 








































‘urtax rate to 21 percent, the maximum 
0 36 percent. 
Repealed the $1.25-per-$1.000 capi- 
lal stock tax and its technical adjunct, 
the tax, 
this move effective beginning with the 
capital stock tax payable July 31, 1946. 
\ Continued Social Security wage taxes 
for both employer and employee at 
| percent through 1946. 
». Repealed the “Use” tax on 
Vehicles effective next July l. 
Numerous other changes in excise 
and individual income taxes were con- 
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tained in the House bill, which pro- 
vided for an estimated reduction in 
1946 tax receipts of $5,350,000.000. Of 
this, an estimated $1,888,000,000 would 
come off corporate tax burdens, $2,627,- 
000,000 off individuals, and the re- 
mainder off payers of excise and other 
minor taxes. 

Sentiment in the Senate inclined more 
to the views of Treasury Secretary Fred 
Vinson, who sought outright repeal of 
the excess profits tax effective December 
31. 

Elsewhere in Congress, legislation of 
interest to the electric power business 
mostly idled along. 

A subcommittee of the Senate’s Irri- 
gation and Reclamation Committee 
voted 4-0 against reporting favorably 
to the full committee the Missouri Val- 
ley Authority Bill of Sen. James E. 
Murray. Montana Democrat, which the 


subcommittee had been studying for 
more than two weeks. The adverse 


vote was not unexpected, particularly 
since Chairman John Overton, Louisi- 
ana Democrat, had been chairman of a 
Commerce subcommittee which reported 


unfavorably on the same bill last 
Spring. The full committee was to 


consider the bill later this week, and 
it was believed an adverse report would 
be forthcoming from this group as well, 
although it was not expected to be 


unanimous. 
Thereafter, the bill will go to the 
Senate Agriculture Committee for 


hearings on the agricultural phases of 
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the measure. Chairman Elmer Thomas, 
Oklahoma Democrat, of the agriculture 
group, indicated that it was his desire 
that the full committee sit on the Mur- 
ray Bill. Hearings, he added. will be 
begun as rapidly as possible. 

The St. Lawrence Seaway and Power 
Project Resolution languished early this 
week before the Senate’s Foreign Re- 
lations Committee, one of at- 
taches said that at a meeting later this 
week, a subcommittee may be appointed 
to determine what action the full com- 
mittee should take with regard to hear- 
ings on the measure. 


REA Requests $585,000.000 


whose 


In the House, an Interstate Commerce 
subcommittee was to take up the Rural 
Electrification Administration request 
for $585,000,000 for three post-war 
years of line construction. The 
posal is before the committee in two 
forms, the Lucas Bill, to which has been 
attached the Shipstead Rider providing 
that REA be freed from the Department 
of Agriculture, and the Poage Bill, pro- 
viding no such thing. Each includes the 
REA-approved financial program. The 
Lucas Bill, observers believe. will get 
short shrift, containing the Independ- 
ence Amendment as it does. 

Another Interstate Commerce sub- 
committee, the Boren group investigat- 
ing operations of the Holding Company 
Act, has scheduled hearings opening 
October 22, when Internal Revenue 
Commissioner Joseph D. Nunan, Jr., 
will testify, followed by representatives 
of the Federal Power Commission and 
the Securities and Exchange Commis- 
Boren, the Oklahoma Democrat 
who blasted sales of private power com- 
panies to public groups early last sum- 
mer, said Guy Myers, promoter of many 
such deals, will testify October 24, fol- 
lowed the next day by representatives of 
the financial houses which have under- 
written the deals previously promoted 


by Mr. Myers. 


pro- 
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Hartford, Wis., Must 
Add Power Facilities 


Because the findings of the Wiscon- 
sin Public Service Commission based 
on evidence taken at a two-day hearing 
showed that the service offered by the 
Hartford municipal system is inade- 
quate, the commission has ordered the 
city to provide additional electric power 
within 30 days of October 8. The order, 
however, may be appealed. 

The order actually means that the 
city must allow Wisconsin Gas & Elec- 
tric Co. to erect a transmission line 
into the city and that the city must 
interconnect with it. There are no in- 
dications of other power sources. 

Hartford’s municipal plant has long 
been in poor condition. Mayor Adam 
Poltl, elected on a municipal power 
platform, has fought off all efforts of 
local industry and the Chamber of 
Commerce to interconnect the munici- 
pal system with’ the business-managed 
utility. Last April, he led the fight in 
which the voters approved a $500,000 
expansion program, including $300,000 
to be spent immediately for a steam tur- 
bine unit and boiler. 

When a generator failed on Septem- 
ber 6, followed by other interruptions 
of service, Libby, McNeil & Libby, a 
packing firm, installed three 50-kw. 
diesel units and International Stamping 
Co. a 50-kw. and a 20-kw. unit. With 
business seriously disrupted, the Cham- 
ber of Commerce appealed to the com- 
mission for action. 

The commission’s findings follow: 

1. Existing service furnished by the 
city of Hartford as an electric public 
utility is not reasonably adequate. 

2. Such inadequate service presents 
imminent danger to health and prop- 
erty in Hartford and constitutes an 
emergency condition. 

3. Such inadequate service results in 
part from failure of said utility to pro- 
vide reasonably adequate facilities. 

4. Requirements of reasonable ade- 
quate service by said utility necessitates 
the immediate provision for additional 
capacity of at least 750 kw. 

5. That the plan offered by said util- 
ity for the addition of a 2,500-kw. gen- 
eration unit together with such gener- 
ating units as may thereafter be con- 
sidered necessary will not enable said 
utility to provide reasonably adequate 
service in the present emergency. 


Quebec Co-op Established 


The Regional Cooperative of Elec- 
tricity of St. Denis and St. Bernard has 
been established in St. Hyacinthe 
County, Quebec. 


THIS WEEK’S NEWS BRIEFS 





Conrusin¢ is this picture of a turbine 
taken by an operator at the Scioto plant 
of the Marion-Reserve Power Co. 
Right side up the spindle is out, as the 
picture was taken during an overhaul. 





Upside down, the picture shows the 
spindle is in—with a new type gover- 
nor end; even the shaft is lying in the 
bearing half. 


THE BIGGEST BOND CALL job on record 
faces the Pacific Gas & Electric Co. and 
its indenture trustee, American Trust 
Co. of San Francisco. In refunding 
$49,000,000 of a bond issue, the num- 
bers of 49,000 bonds of $1,000 denomi- 
nation must be drawn one by one. The 
job is expected to take at least a week. 
Legal technicalities prevent the use of 
various time-saving methods. 


A SURVEY CONDUCTED by the Central 
Arizona Light & Power Co., in which 
13,600 renters and 20,400 home owners 
were interviewed, revealed $4,500,000 
worth of home appliances are contem- 
plated in postwar purchasing plans. 

Of the renters, 4,800 plan on buying 
homes and 3,060 want to build. Re- 
modeling is on the agenda for 4,080 
home owners. 


Dayton Power & Licut Co. re- 
ports that its 100,000 shares of pre- 
ferred stock have 1,823 owners. Of 
these 833 are women who own 18,797 
shares, and 41 are charitable, religious, 
and educational institutions which own 
5,828 shares. 


ALL BUT 64 FARMS in Rhode Island 
have central station electric service ac- 
cording to the Rural Electrification 
Administration which has allocated but 
$1,899 to the state for loans during the 
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year ending June 30, 1946. Texas re. 
ceived the greatest allocation, $8,101, 
059, as it has 273,102 farms not con. 
nected for central station service. 










Kinc CuristiAN X of Denmark was 
honored on his seventy-fifth birthday on 
September 26 by the illumination of the 
city of Copenhagen. The city has not 
been illuminated since April, 1940. Spe. 
cial permission was given for the use of 
electric signs as a part of the celebra- 
tion. 










| 
os 







Faiture of the hydroelectric plant 
at the Colorado state penitentiary at 
Canon City made Edwin R. Cain very 
happy. The 42-year-old convict, serv- 
ing 50 years to life for second-degree 
murder, climbed a 12-foot fence and 
escaped in the darkness. 








Tue Unitep States TREASURY is get: 
ting back $40,000,000 worth of silver 
which had been used for bus bars at 
the Mead aluminum reduction plant in 


Spokane, Wash. 









To put A STOP to consumers rushing 
to retail appliance stores every time 
Washington lifts restrictions on any 
product, Minneapolis Morning Tribune 
has started a column, “What’s New.’ 
This will inform readers when appli 
ances arrive in local stores. 














Water which cools the diesel engine: 
of the Shaunavon, Sask., power plant ii 
further utilized by allowing it to rut 
into the municipal swimming pod 
Swimmers in the outdoor pool appr 
ciate the warm water. 








KYBD are the call letters of the ner 
Des Moines station of the Iowa Powe! 
& Light Co. The company will u 
FM for its two-way system which wil 
be used to connect all plant, substations 
and field cars and trucks. 
















Clovis, N. M., Loses Again 


New Mexico Supreme Court has # 
nied the motion of the City of Clovt 
for a rehearing of the appeal of its s 
against the Southwestern Public Se 
ice Co. in which the city sought ret" 
of properties sold to New Mexico Uti 
ties Co. in 1925. The latter comp#! 
has been taken over by Southwester 
Recently, the Supreme Court upheld th 
dismissal of the city’s suit by a distric 
court (ELectricaL Wortp, Septem 
15. Page 114). 





















‘|'WPB Back in Business 
-| ‘Guiding Utility Operation 


a ‘Coal Strike Causes Issuance of Order U-10 to Gas Manutacturers 
™ F Ordering Them to Make Maximum Use of Facilities—Paul Valle Super- 
‘vising Order—Switchboards and Breakers Needed for Construction 


” Ten days after the last utility order 
hut one was wiped off its books, the 
10t § War Production Board was back in the 
Pe B business of regulating phases of utility 
operation. 

TF [tis issued Order U-10, directing gas 
manufacturers to make maximum use of 
facilities for producing water gas or 
making gas from coal and coke. Oc- 
casion for the resumption of controls, 
which WPB had hoped were discarded 
for good, was the coal strike which 
had almost completely halted output of 
the by-product coals used for gas manu- 
facturing. 


ant 

at 
ery 
erv- 
sree 
and 


get: 
Iver 
s at 
it in 


Valle Has Small Staff 


The order was issued and is being 
supervised by Paul Valle, formerly 
deputy administrator of OWU’s Power 
Division and administrator of Order 
tien U-l. Valle, attached to the office of 
“ WPB’s Operations vice-chairman when 
ree OWU closed doors September 28, has 
recruited a small staff of former OWU 


hing 


= 


lew.” oe Ww 
ppl: Pmployees to assist in handling utility 
luel problems arising from the strike. 
Helping him are O. L. Hooper, who 
gine e"*S chief of OWU’s Fuel and Alloca- 
ants" Branch; Hudson Chandler, for- 
) run merly Valle’s assistant; and B. F. Griz- 


pool le, who was formerly of OWU’s Gas 
Division. 

The coal strike has not yet developed 

Berious implications for the electric 

power industry, Valle asserted, although 


ippre 


e new 
Powe’ Continuation for some weeks could 
| us hange the picture radically. Early this 
h wil eek there was plenty of lower grade 
ations val being produced since the strike 
had been concentrated on by-product 
tines. Electric utilities have not been 
wh heavy consumers of this coal as 
five manufactured gas utilities, and 
ain effort has been made during the 
"' year or so to switch electric utili- 
pas ds from this to other types of coal so 






Clovis 


- 'o make the by-product output avail- 
its sul 


Ne for those users who could employ 












c Serf? Other type of coal. 

- retutl Bottleneck-breaking, which was one 
Uti! the run-out functions assumed by 
ompat! alle after OWU closed, has been 
vesteMened over largely to Chandler while 
held W® Coal strike continues. Several re- 
distridgi'*sts daily for assistance in obtaining 


arce j : 
ptembe ree items needed to prevent delay in 


tility ' ; : 
'y construction have been received 
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thus far. In relatively few of. them 
would the issuance of a priority rating 
or a directive do any good, since in most 
cases, manufacturers are doing all they 
can to get the items out. The strike of 
Westinghouse clerical employes has had 
its effect on utility construction by 
throwing records several weeks behind 
and making it very difficult for the com- 
pany to determine quickly the status of 
a given piece of work. The Westing- 
house strike did not, it is reported, slow 
production appreciably. 

Tightest items required for utility 
construction seem to be switchboards 
and breakers, although requests for as- 
sistance on numerous other types of 
equipment have been received. 

The transformer situation, which has 
been for months a principal bottleneck 
in distribution line construction, ap- 
pears not to be improving much, as 
orders continue to pile up just as 
rapidly as production can be stepped 
up. One manufacturer reported an in- 
crease in backlog. 


Oregon Board Approves 
Utility Hydroelectric Plans 


California Oregon Power Co. has 
been granted a permit by the Oregon 
Hydro-Electric Commission for the de- 
velopment of a $4,000,000 power proj- 
ect on the North Fork of the Umpqua 
River in southwestern Oregon. The pro- 
posed works call for a dam near To- 
ketee Falls with a power plant having 
40,000 kw. capacity. 





Electric Firms Cited 
in Anti-Trust Action 


Charging violations of the Sherman 
Anti-Trust Act, the government has 
started a civil action in the Federal Dis- 
trict Court for Southern New York 
against General Electric Co., Interna- 
tional General Electric Co., Westing- 
house Electric Corp., Westinghouse 
Electric International Co., and Electri- 
cal Apparatus Export Association, 
formed by the four companies. 

The complaint charges the defendants 
and leading British, German, and Swiss 
manufacturers of electrical equipment 
with forming in 1930 an international 
cartel with headquarters in England for 
the purpose of eliminating competition 
among themselves in all parts of the 
world except the United States, Europe, 
Russia, Japan, Canada, Newfoundland, 
Turkey, and the colonies of Spain and 
France. 

It is alleged that the cartel organiza- 
tion functioned as a bid repository, with 
each member company notifying the 
cartel secretary whenever it received a 
request to bid on an order for certain 
important types of electrical apparatus. 
It is further alleged that the business 
would be allocated and prices fixed. 

The complaint asks that the defend- 
ants be perpetually enjoined from 
numerous alleged violations of the Sher- 
man Act, that contracts between defend- 
ants and foreign companies be adjudged 
illegal, and that future contracts be- 
tween the defendants which have “the 
effect of restricting exports of electrical 
equipment from the United States, fix- 
ing prices in export sales, or allocating 
sales in export markets” be prohibited. 

Earlier this year civil anti-trust suits 
were filed in the Federal Court at 
Newark against General Electric Co. 
and International General Electric Co. 
(ELectricaL Wortp, January 27, page 
9) and against Westinghouse Electric 
Corp. and Westinghouse Electric Inter- 
national Co. (ELectricat Wortp, April 
21, Page 5) charging conspiracy with 





DEDICATORY SPEAKER—President Truman making his address at the dedication 
of the Kentucky Dam of the Tennessee Valley Authority at Gilbertsville. Ky. 
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foreign corporations to allocate certain 
areas of the world to each as exclusive 
territory and to limit the use of patents 
to members of the alleged conspiracy. 

All of the defendants have issued 
statements denying the government’s 
charges and declaring that they have 
been operating under the supervision 
vf the Federal Trade Commission. 


Chase Bank Will Aid 
Utilities Finance Sales 


Available to electric utilities through- 
out the nation, a new credit plan, known 
as the Chase Confirmed Installment 
Paper Credit, enabling them to finance 
the sale of household appliances on the 
installment plan, has been announced by 
the Chase National Bank, New York 
City. 

Under this plan, any utility can apply 
to the bank for the establishment of 
credit. When this is established, there 
is no commitment fee and no obligation 
on the part of the utility company to 
borrow. The credit specifies a rate of 
interest unchangeable for a year to be 
paid on the actual funds borrowed. 
This interest is paid monthly on the net 
balance of money borrowed. 

The plan is flexible as it allows the 
utility to increase or decrease its bor- 
rowings monthly within the limits of the 
credit. There is no pledge of install- 
ment paper by the utility nor need any 
of the money borrowed be repaid until 
the credit is terminated. The credit is 
automatically continued from year to 
year. 

Money borrowed under the credit may 
be used to finance the sale of merchan- 
dise by the utility or by the utility to 
help independent dealers finance their 
Under the Chase plan, the util- 
ity can apply to the credit not only the 


sales. 


cash sales price of the appliance but 
also the financial surcharge, which 
might include all costs of billing, col- 
lection and losses arising through re- 
possession, and installation fees. 


Ebasco Clients Study 
Personnel Problems 


Need for Sound Work Evaluation 
Policies Stressed at Salt Lake City 
Meeting of 40 Power Firms 


Need for sound programs and policies 
of evaluating work of employees, ad- 
justing salaries and wages and award- 
ing promotions is becoming more ap- 
parent in modern industrial organiza- 
tions every year, it was reported at a 
meeting of 40 western power company 
representatives October 8 to 10 at Salt 
Lake City. 

This conference was held in the in- 
terest of client companies of the Elec- 
tric Bond & Share System in the north- 
west to consider personnel and safety 
problems in the reconversion period. A 
similar conference will be held in New 
Orleans on November 12, 13, and 14. 

No less important compared with 
promotion and salary policies is the 
selection and hiring of workers who 
will have a good attitude toward cus- 
tomers and their employers, said C. V. 
Hussey, personnel director, Arkansas 
Power & Light Co. 

C. J. Rutland, head of the insurance 
and safety department, Texas Power & 
Light Co.. said full responsibility for 
accident prevention work and for train- 
ing employees in how to prevent and 
minimize accidents must be assumed 
by management in the modern indus- 
trial program. 

Erle S. Miner. New York City, safety 
director, American Telephone & Tele- 
graph Co., and J. E. Yeates, safety su- 
Pacific Power & Light Co.. 


said telephone and power companies 


pery isor, 


should cooperate closely in keeping each 


other informed of construction and 
other conditions which could create 
hazards. 

Necessity for efficient maintenance 


of increasingly aged automotive vehicles 
and of cooperation with peace officers 
and other organizations in traffic safety 
programs was stressed by R. Whitney 


ROUND TABLE SESSION—One of the 12 round tables conducted by leaders in the field of industrial relations at the conferen be 
held last week at Salt Lake City in the interests of clients of the Electric Bond & Share System in the Northwest 
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Groo, superintendent of transportation 
Utah Power & Light Co. and forme 
superintendent of the Utah highway 
patrol. 

P. L. G. Hasskarl, safety enginee; 
Pennsylvania Power & Light Co,, de 
scribed need for safety education worl} 
for incentives to attain safety 
effect of bifocal glasses upon accidey 
rates and need for discovering accidenfit 










rect rds 
C 





prone employees. 

W. T. Rogers of Ebasco Services 
Inc.. New York, emphasized need {ij 
selecting personnel and industrial ri 
lations men upon a basis of their abilini! 
to get along with other people and det 
with them effectively. 0 
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P.U.D. Can Pay for System: 


with Income for 30 Yeas. 


On 
Revenues 30-yea | 
period would be sufficient to pay for # 
power system costing $2,110,000, that" 
Oregon State Hydraulic T 
said in its final report on the propos 
to create a public utility district f° 
Linn County, Ore. a 

The estimated the dis 
trict’s annual revenue would be $36 
870, with operating costs of $203,.%) 
leaving $156,971 a year for debt retir 
ment. 

The proposed district would includ 
about 990 sq. mi. in which 240! 
people would be served. Albany a 
Lebanon, the largest municipalities 
the area, are not included. 

Proceedings to form the district w 
initiated by the filing of preliminay 
petitions last April. In its report! 
commission said that if an electio! 
held on the issue of forming a distri, 
question of polliita) 
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no bond issue or 
in the matter of acquisition or constlGns 
tion of an electrical distribution syst 


would be involved. A 

The P.U.D.’s original plan calls ul 
the purchase of Mountain States Pow of 
Co.’s property in the area. but as ‘4A’ 
no estimate of its value ha- been “int, 
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Southern farmers could increase their 
ash income considerably, and at the 
‘liquame time speed expansion of rural elec- 
-Bification throughout the nation, if they 
ould grow poles instead of selling 






rir trees for pulp, Administrator 
laude R. Wickard of the REA told the 
sm fArkansas State Electric Cooperative 


orp. at its annual meeting in Little 
IB ck on October 12. 
\ve Administrator Wickard reported a 
for Mortage of poles for rural lines and 
 sypid the growing need for them is “des- 

rate. 

“We have two tentative sources which, 
‘ct i CXploited, would make the necessary 

creases for this vital production,” he 
e dagd. “The first is the South’s soft pine 
g3giqeasure; the second is the farm wood- 
!. By far the most important is the 


2 OY 

a cond. A vast waste of trees resulted 
en sold for wood pulp. Thousands 

ncludggpon thousands have been sold for this 

o4simetpose. By transferring their wood 

y anggp trees into potential power poles, 

ties ig farmer would receive a_ higher 
come and help the REA extend elec- 

-twagle Service to countless farm homes 

mina” Without this vital utility.” 

ws REA May Be Transferred 


distr. Wickard said he was “a little bit 


pollfaid” that efforts would be made in 


onst"@ineress shortly to divorce the REA 
| sysiin the Department of Agriculture 

put it into another bureau. This 
valls 'Muld be a grave mistake, he said, as 


s Pow other agency understands fully the 
t as & \'s cooperative program for develop- 
yeen ent, 

operatives in the United States are 
‘tt organized than those in six South 
‘ean countries he recently visited, 
te T. Ellis, former congressman and 
‘director of the National Rural Elec- 
Cooperative Association, told the 
sas meeting. He denied vigor- 
y that cO-ops are communistic. 
F- Bostick of the Woodruff Electric 
pPerative Corp., president of the 
aisas Association, asserted that 
Pare free enterprises and not gov- 
“nt agencies and pay taxes. 

legates viewed 


















































as “impracticable” 
posal made by Aubrey Gates, asso- 
amg ‘a the Arkansas Exten- 
5 tel lat an agricultural coun- 

to promote a program for 
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{Sell Trees for Poles Not 
Pulp, Wickard Suggests 


PFA Administrator Tells Arkansas State Electric Cooperative Corpo- 
ation Need for Poles Is ‘Desperate’—Calls Move to Put REA under 
fnother Bureau Grave Mistake—American Co-ops Praised by Ellis 


better utilization of electric service 
in rural areas. Delegates said two 
specialists, as proposed by Mr. Gates, 
would not have enough time to do a 
thorough job. A committee was 
appointed, however, to work with Mr. 
Gates on further development of his 
proposal, 

Lt. Thomas Fitzhugh, U. S. Navy, 
former general counsel of the Arkansas 
Association, told the delegates that 
Arkansas rivers offered good possibili- 
ties for power for rural co-ops and 
urged their development. R. E. Over- 
man. of the United States Engineers, 
Little Rock, outlined the river develop- 
ment program now pending. 

Reports made at the meeting showed 
that REA co-ops are planning to spend 
$20.100.000 in Arkansas in the next 
three years to serve 47.400 more cus- 


tomers. Since 1935, loans totaling 
$15.188.000 had been approved for 20 
Arkansas co-ops, and $9,964,800 has 
been advanced. In the state the 17 
co-ops now in operation have 9.892 


miles of line and 31,837 customers, the 
reports showed. 

Technical problems were discussed 
by REA officials from St. Louis. 
Speakers included: J. C. Robey, field 
representative of the application and 
loans division; T. J. Robertson, chair- 


division; E. 
Hoover, regional head of the operations 


man of the operations 
division; Art Garth. chairman of the 
application and loans division; E. E. 
Karns, regional head of the applica- 
tion and loans division: B. B- Winsett. 
assistant chairman of the design and 
construction division. 


Pacific Utility Announces 
$6,000,000 Extension Plans 


Electrification of virtually all farms 
and rural areas in Pacific Gas & Elec- 
tric Co. territory throughout northern 
and central California will be completed 
by the end of 1946 or early 1947 under 
a $6,000,000 line extension program now 
underway. 

Involving over 1,200 extension proj- 
ects which will aggregate about 3,000 
miles, the program will provide electri- 
cal service for about 10,000 new cus- 
tomers in comparatively remote or iso- 
lated regions. It will complete the rural 
electric network of the company which 
already serves electricity to 91 percent 
of the farms within the 46 counties in 
which it operates. 

To obtain the skilled men required 
for the construction project, P. G. & E. 
conducted a special training school at 
its Davis construction depot. Candidates 
were given two weeks of instruction and 
practical experience in putting up poles 
and installing crossarms and insulators, 
rigging, handling and splicing all types 
of conductors, securing conductors to 
insulators, first aid, and safety first. At 
the end of the course they went to work 
as apprentice linemen; and after actual 
experience in line construction, they 


will receive advance training, according 
to company officials. 





“OSCAR” FOR DUQUESNE LIGHT—P. H. McCance, president of Duquesne Light Co.. 


‘ 


examines the ‘Oscar’ 
reports for 1944. 
report competition. 


awarded the company for the best two-color cover on annual 
The award was one made by “Financial World” in its annual 
H. Briggs. Jr., advertising manager, and Curtis M. Colvin, right. 


assistant advertising manager, are the interested observers 


Intermountain Association 
Makes Strong Manager 


Reemployment of Elias J. Strong as 
fulltime manager of the Intermountain 
Electrical Association, Salt Lake City, 
and beginning of expanded operations 
of the association, effective October 16, 
has been announced by Ora H. Barlow, 
president. 

Reconversion of electrical factories to 
civilian production, lifting of home- 
building restrictions and the tremendous 
amount of pent-up demand for all types 
of electrical products necessitated the 
expansion, Mr. Barlow said. 

For the past three years, Mr. Strong 
has been secretary to Gov. Herbert B. 
Maw of Utah. Prior to that he was 
manager of the Electrical League of 
Utah, predecessor of the Intermountain 
Electrical Association, and prior to that 
was in the sales department of Utah 
Power & Light Co. 

The association, a Utah corporation, 
is established primarily to promote gen- 
eral interests and welfare of the pub- 
lic and of members, who represent all 
branches of the electrical industry 
throughout the intermountain area. 

Mr. Strong succeeds George L. Nel- 
son, attorney, who has served on a part- 
time basis as manager during a period 
of curtailed war-time functioning. 


Proposed Palisades Dam 
Will Have 30,000-Kw. Unit 


Building of the proposed $24,000,000 
multiple-purpose Palisades Dam on the 
Snake River, where pre-construction 
work is underway, would make avail- 
able annually 131,000,000 kw.-hr. of 
firm hydroelectric energy and 20,000.- 
000 kw.-hr. of secondary power in east- 
ern Idaho and northern Utah, it is es- 
timated by the Bureau of Reclamation. 

In addition to the proposed 260-ft. 
high earth and rock-fill structure, Bu- 
reau plans call for a power plant with 
30,000 kw. capacity and a 65-mile trans- 
mission line between the dam site and 
Grace, Ida., connecting with lines of 


the Utah Power & Light Co. 


Sales Policy Unchanged 


Seattle City Light has no intention of 
altering its merchandising policy of 
selling primarily ranges and water heat- 
ers, Superintendent E. R. Hoffman 
stated recently at a meeting of City 
Council. A request by City Light to 
use $150,000 of its funds to buy mer- 
chandise for resale, which was granted, 
led to questioning as to the utility’s in- 
tentions. 




















































































FOR BEING GOOD—School Safety Officer Henry H. Jensen stages a show with one of 
the two motion picture projectors presented to the Rochester schools by Rochester 
Gas & Electric Corp. as a reward for their cooperation in reducing breakage of street 
lamps from $14,553 in 1942 to $6.535 in 1944 





Morgan, Utah, Municipal 
Plant Destroyed by Fire 


Utah Power & Light Co. is supplying 
power on a temporary basis to Morgan. 
Utah, after an eight-hour blackout on 
the night of October 6 when fire de- 
stroyed the municipal power plant. 
Built in 1932 at a cost of $65,000. the 
plant was covered by only $43.000 in- 
surance. according to reports, 

The fire apparently started on the 
roof around an exhaust pipe from diesel 
engines. It was discovered at 10:30 p. m. 
by Russell Carrigan, plant superintend- 
ent. Before he could summon aid the 
fire destroyed the telephone lines, and he 
had to run a half mile to summon help. 
Firemen were unable to check the blaze, 
and only the four walls of the plant 
remained by morning. 

Utah Power sent a crew to Morgan 
at 1 a.m., October 7, and by 7:15 a. m., 
service was restored. A pole was erected 
and a four-wire, 4,000-volt circuit from 
transmission wires outside the town 
was connected with the city distribu- 
tion system. 

a 


Hydro Taxes Remain Same 


In spite of objections from the Que- 
bec Hydro-Electric Commission, Outre- 
mont, Que., has continued its assess- 
ment of $300,000 on Hydro property in 
the city. The Provincial government 
has advocated the exemption of the 
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Commission on property other than lan 
and buildings from municipal an 
school taxes. u 
e te 
Work on Heart Mountain fF; 
Project Awaiting Fund 
t 


A 25,000-kw. hydroelectric plant, cof 9, 
ing about $900,000, will be constructed ;, 
by the Bureau of Reclamation, 3 mile 4) 
downstream from Shoshone Dam 4, 
northern Wyoming, Commissioner "J 9¢ 
Reclamation Harry W. Bashore ®§ p 
nounced early in October. The projeyy 
known as the Heart Mountain pow oy, 
development, was authorized Septembely o,, 
5, and construction will begin wit fol 
funds are made available. _ 

Discovery of new oil fields in the Ei 
Basin area, north of the Shoshone pl! 
ect, has caused a shortage of power} 
the territory. “Drilling activities hat 
greatly increased demands on the 4 
ready inadequate power supply,” Con 
missioner Bashore said. 

It is estimated that the cost of 
structing the plant would be paid bat 
at the end of 16 vears of operatio? 








Cocoa Taxes Utilities Bills 


Cocoa, Fla., has placed a 10 pet 
tax, limited to a maximum of $2, 
utilities bills with the exception of va 
bills; the water rate has been raise 
cents a month. 





















Court Upholds P.S.C. 
for Extending Time 


Wisconsin Board Had Granted 
Village Extra Time to Pay for 
Property Purchased from Utility 


Circuit Judge Alvin Reis at Madison 
has upheld the Wisconsin Public Serv- 
ice Commission’s order granting Cen- 
turia an extension of 26 days in which 
to pay for the utility plant purchased 

| from the Northwestern Wisconsin Elec- 

tric Co. in 1942. The judge added that 

the commission has jurisdiction to 

grant extensions of time in utility cases 

unless specifically forbidden by statute. 
| \ In 1941 Centuria approved municipal 
acquisition of the utility’s property in 
the village with the exception of a trans- 
mission line. 

On June 18, 1942, the Commission 
fixed the compensation and conditions 
of the acquisition, with the provision 
that the village should pay “within four 
months from the effective date of the 
sot B order” unless action should be’ com- 
siet ® menced to vacate or modify the order. 
reet B In this event, date of payment should 

be four months subsequent to the final 
judgment in that action. 





Court Affirmed P.S.C.’s Order 


) land 
ant §6After a rehearing was denied the 
utility, Circuit Judge Sachtjen on Sep- 
tember 28, 1944, on appeal by the util- 
n ity, afirmed the commission’s order of 
June 18, 1942. 
und On February 15, 1945, the village au- 
Bp thorized issuance of revenue bonds and 
t, "Bon February 23, deposited $11,500 as 
tructe just compensation with the Polk County 
3 mie clerk of circuit court. At the same time, 
yam , the village asked the commission for a 
walt 2% day extension for payment of com- 
re “EH pensation, which was granted April 19. 
pro The utility then appealed from the 
| pow extension order, contending that the 
wn commission no longer had jurisdiction 
n WH following Judge Sachtjen’s ruling. 
im /n affirming the extension order, 
‘the Pi Tudge Reis held that the village hi 
e village had 
me PB not been late in making its payment 
power because Judge Sachtjen’s decision could 
jes a not be considered final determination in 
1 aa mew of the fact the utility still had 60 
ys days to appeal to state supreme court, 
of ot although it did not make the appeal. 
t me F We are forced to conclude that the 
pat “cuit court’s determination of Septem- 
ration: er 28, 1944, was not final until the 


*mpany had exhausted its opportunity 
a appeal, which would be November 
*, 1944; hence, that the village had 
‘ur months from this latter date in 


; Bills 





CHIEF OF ENGINEERS—Lt. Gen. Ray- 
mond A. Wheeler, left, takes the oath 
of office as chief of engineers, United 
States Army, from Maj. Gen. Myron C. 
Cramer, judge advocate general 


R. A. Wheeler Appointed 
Chief of Army Engineers 
Lieut. General Raymond A. Wheeler. 


commanding general, U. S. Forces in 
the India-Burma Theater since June. 
1945, has taken office as Chief of Engi- 
neers, United States Army, replacing 
Lieut. General Eugene Reybold, who 
had served in that capacity since 1941. 
Prior to his assignment in the India- 
Burma area, he was Deputy Supreme 
Allied Commander of the Southeast 
Asia Command. 

General Wheeler brings to his new 
post an extensive background in staff 
and command work. The advent of 
World War II found him a member of 
the Army Group, Washington, D. C., 
en route to Basra, Iraq, as a member 
of the United States Military Iranian 
Mission. Subsequently he was assigned 
to command Headquarters, Services of 
Supply. China-Burma-India Theater of 
Operations. In 1944 he was named 
Principal Administrative Officer, South- 
east Asia Command, and late last year 
he became Deputy Supreme Allied 
Commander of the same command, re- 
taining his duties as Administrative 
Officer. 

His assignments following graduation 
from the U. S. Military Academy in- 
cluded Rock Island, Ill.; Memphis, 
Tenn.; New Orleans, La.; Panama 
Canal Zone, District of Columbia, and 
Vera Cruz, Mexico; Galveston, Tex.; 
Hawaii and Vancouver, Wash. 

After serving in active combat duty 
and with the Army of Occupation in 
World War I, he returned to the United 
States in 1930. Later he attended the 
Army War College, Washington, D. C., 
and during part of his detail there he 
was on additional duty with the Board 
of Engineers for Rivers and Harbors. 
In 1940 he was detailed to Balboa 


10 per Rhich to : 
$2, 00 1945. ne namely, until March 
on of we hr > hence, that its compliance on 
raised S wary 23, 1945 was well within the 
T months,” he said. 
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Heights, Canal Zone, as engineer of 
maintenance of the Panama Canal. He 
was assigned to the Office of the Chief 
of Staff, Supply Division, G-4. In Novem- 
ber, 1941, he was assigned to the Army 
Group, Washington, D. C., and went 
overseas with the United States Military 


Iranian Mission. 
a 


Lower Colorado Authority 
Drops Injunction Action 


Lower Colorado River Authority’s di- 
rectors have dropped their suit for a 
permanent injunction against former 
employees who went on strike October 
I 

A temporary order from the district 
court at Llano, one of the towns where 
service was interrupted, expired October 
13 and General Manager Max Starcke 
of L.C.R.A. asked that the suit for 
permanent injunction be discontinued. 
Picketing has ceased and L.C.R.A. is 
hiring replacements as rapidly as pos- 
sible, Starcke said. The injunction for- 
bade striking members of the electrical 
workers union to come on L.C.R.A. 


property. 
Meanwhile L. Buck Baker, president 
of the Austin local, International 


Brotherhood of Electrical Workers, 
complained that Texas Rangers had 
used third degree methods in dealing 
with union members immediately after 
the strike. Baker said the state officers 
had arrested members in the middle of 
the night on misdemeanor charges. 
Several complaints of injuring prop- 
erty are pending in justice of the peace 


courts here. 
e 


Rochester Gas & Electric 
Breaks Ground for Boiler 


In order to bring steam generating 
capacity up to a point that will meet the 
heavy post-war demands Rochester Gas 
& Electric Corp. has broken ground for 
the installation of a 400,000 lb. per hr., 
775-lb. pressure, 830-deg. F. boiler. The 
installation will go in the space occu- 
pied by four 875-hp., 200-lb. boilers at 
Station 3, the corporation’s main gener- 
ating plant. Overall cost will be about 
$1,750,000. No turbo-generators will be 
installed at this time. 


70,000-Hp. Unit Planned 


Ontario Hydro Electric Power Com- 
mission has announced that it will in- 
stall a 70,000-hp. unit at its DeCew 
Falls plant as one of its first post-war 
projects. The plant now has 120,000 hp. 
capacity. Total cost of the construction 
will be $7,000,000. 








Energy Sales in July 
Advance 1.3 Percent 


Sales of electric energy to ultimate 
customers in July, 1945, totaled 16,- 
267,194,000 kw.-hr., compared with 16,- 
065,692.000 kw.-hr. in July, 1944, an in- 


crease of 1.3 percent, according to the 


report issued by the Edison Electric 
Institute. 
Revenue from ultimate customers 


amounted to $274,310,900 in July, com- 





Classification of Sales, July, 1945 


and Change from 1944 





Kilowatt-hour 


sales Million Kw-Hr. % 

July 1945 1944 Change 
Residential or domestic.2,603 2,403 48.3 
Rural (Distinct rural 

SE easclnes 6b G.o s 875 304 +23.3 
Commercial or industrial 

Small light & power.2,439 2,474 +41.4 

Large light & power.9,456 9,535 —0O.8 
Street & highway light- 

Re a 149.2 149.4 —0.1 
Other public authorities 640 595 —7.5 
Railway & railroads 

Street & interurban. 344 352 —2.4 

Electrified steam rail- 

DOE Cas a oa ov a 217 214 +4+1.3 
Interdepartmental .... 45 39 +14.9 
Total to ult. customers.16,287 16,066 +1.3 





pared with $265,778,400 in July, 1944, 
an increase of 3.2 percent. 

For the twelve months ended July 31, 
1945, the annual use per customer ad- 
vanced to 1,191 kw.-hr. from 1,122 kw.- 
hr. for the preceding year, an increase 
of 6.1 percent; the average annual bill 
to $41.33 from $39.83, an increase of 
3.8 percent; revenue per kilowatt-hour 
dropped to 3.47 cents from 3.55 cents, a 
decrease of 2.3 percent. | 


Orders $57,000,000 Slash 
in Utility's Plant Accounts 


Public Service Electric & Gas Co., 
Newark. N. J., has been ordered by the 
Federal Power Commission to eliminate 
$57.926.687 from its plant accounts. 
The amount, one of the largest ever 
ordered, was found to represent 
write-ups and excesses over original 
cost and will be disposed of through 
charges to earned and capital surplus 
and electric depreciation reserve. 

The company, after conferences with 
FPC and the New Jersey Board of Pub- 
lic Utility Commissioners, proposed to 
dispose of $14,578,064, representing 
excess over original cost of acquired 
electric properties, by a charge to its 
reserve for depreciation of electric 
plant. Also, $4,783,109 classified as 
excess over original cost in common 
utility acquisition adjustments, would 
be charged to capital surplus. 

Items of $32,708,159 and $5,857,354, 


representing excesses over original cost 


10 





of properties acquired from afhiliates, 
intercompany construction profits, re- 
tirement adjustments and other charges 
to plant accounts, the company pro- 
posed to eliminate by charging $28,033,- 
234 to capital surplus, $7,841,316 to 
earned surplus, $2,999,308 to deprecia- 
tion reserve, and the remainder to 
designated accounts. 


MEETINGS 


Pacific Coast Electrical Association—Joint meet- 
ing of Business Development and Operating 
Economic sections, Hotel Californian, Fresno, 
Calif., December 7-8. V. W. Hartley, managing 
director, 601 W. 5th St., Los Angeles 13, 


Calif. 





Previously Listed 


International Association of Electrical Inspectors— 
Eastern Section, Hotel New Yorker, N. Y. Octo- 
ber 22-23 F. N. M. Squires, secretary, 85 John 
St. New York, N. Y. Southern Section. Baker 
Hotel, Dallas, Texas, October 29-31; A. M. Mil 

secretary, 219 Governor St., Richmond 19, 


ler 


Va. 


Divi- 
me 
3000 


Society—Electrodeposition 
sion, Hotel Pennsylvania, New York 
October 24, Colin G. Fink, secretary, 
Broadway, New York 27, N. Y. 


Electrochemical 


Missouri Valley Electric Association—Fall ac 
counting conference, Hotel Continental, Kan- 
sas City, Mo., October 24-25. |. D. Pettegrew, 
director, 1004 Baltimore St., Kansas City 6, Mo. 


Electric Institute—Accident prevention 
Lord Baltimore Hotel, Baltimore, 
H. S. Bennion, man- 
New York 


Edison 
committee, 
Md., October 25-26. Col. 
aging director, 420 Lexington Ave., 
7a Mu. Y. 


Pennsylvania Electric Association—Meter commit- 
tee, Roosevelt Hotel, Pittsburgh, Pa., October 
25-26; B. M. Smith, chairman, Pennsylvania 
Electric Co., Erie, Pa. Electrical equipment 
committee, Benjamin Franklin Hotel, Philadel- 
phia, Pa., October 25-26: B. E. Hagy, chairman, 
Philadelphia Electric Co., Philadelphia, Pa. 
Communications committee, Roosevelt Hotel, 
Pittsburgh, Pa., November |-2; W. H. Lam- 
bert, chairman, Pennsylvania Electric Co., 
Johnstown, Pa. Systems operation committee, 
Penn Harris Hotel, Harrisburg, Pa., November 
8-9: A. R. Deck, chairman, Metropolitan Edison 
Co., 412 Washington St., Reading, Pa. 


Rocky Mountain Electrical League—Annual meet- 
ing, Shirley Savoy Hotel, Denver, Colo., Octo- 
ber 25-27. R. B. Hubbard manager, Gas & 
Electric Bldg., Denver 2, Colo, 


Electrical Contractors Association—An- 
Cleveland, Ohio, 
national secretary, 
N. W., 


National 
nual meeting, Carter Hotel, 
October 29-31. C. J. Harder, 
633 Investment Bldg., 15th and K. Sts., 
Washington, D. C. 


International Association of Electrical Leagues— 
Annual conference, Morrison Hotel, Chicago, 
lIl., November 1-3. O. C. Small, secretary, 155 
E. 44th St., New York 17, N. Y. 


Oklahoma Utilities Association—Electric Light & 
Power Division, Mayo Hotel, Tulsa, Okla., No- 
vember 8. Kate A. Niblack, secretary, 625-626 
Biltmore Hotel, Oklahoma City, Okla. 


New Jersey Utilities Association—Seaview Country 
Club, Absecon, J., November 16-17. Harry 
Bacharach, executive director, Atlantic City, 


American Society of Mechanical Engineers—An- 
nual meeting, Hotel Pennsylvania, New York, 
N. Y., week of November 25. Ernest Hartford, 
executive assistant secretary, 29 W. 39th St., 
New York 18, N. Y 


Association of Railroad and Utilities 
meeting, Deauville 


National 
Commissioners—N ational 


Hotel, Miami Beach, Fla., December 4-7. Ben 
Smart, secretary, 7411 New Post Office Bidg., 
Washington, D. C. 


Southeastern Electric Exchange—Commercial Sec- 
tion, Atlanta Biltmore Hotel, Atlanta, Ga., De- 
cember 5-7. J. W. Talley, executive secretary 
303 Haas-Howell Bldg., Atlanta |, Ga. 
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Transformer Committee 
to Meet to Discuss Prices 


The newly organized Distribution 
Transformer Industry Advisory Commit. 
tee of the Office of Price Administra. 
tion is to meet in Washington, October 
24, to consider transformer pricing and 
the effects on it of the end of the war. 

Members of the committee are 
George H. Darby, president, Erie Elec. 
tric Co., Buffalo; H. A. Hudson, mana- 
ger, Wagner Electric Corp., St. Louis; 
J. W. McMullen, manager, Allis-Chal. 
mers Manufacturing Co., Pittsburgh; 
Albert E. Rhoads, vice-president, Kuhl. 
man Electric Co., Bay City, Mich; 
S. W. Stockwell, president, Davis 
Transformer Co., Concord, N. H.; Sam 
Horlick, president, Pennsylvania Trans. 
former Co., Pittsburgh; W. D. Kyle, 
president, Line Material Co., Milwau- 
kee; H. F. McRell, manager, General 
Electric Co., Pittsfield, Mass.; W. W. 
Sproul, Jr.. manager, Westinghouse 
Electric Corp., Sharon, Pa.; and R. E. 
Uptegraff, president, R. E. Uptegraff 
Manufacturing Co., Scottdale, Pa 












































T. N. McCarter Resigns 
as Head of Public Service 


The board of directors of Public 
Service Corp. of New Jersey, at its 
meeting in Newark on October 16 ac: 
cepted the resignation of Thomas \. 
McCarter as chairman of the board and 
as a director of the corporation and 
subsidiary companies. Mr. McCarter 
expressed to the board his desire te 
retire on his 78th birthday, October 20. 
and the board acceded to his wishes 
with regret. 

Mr. McCarter was the first president 
of Public Service and was reelected to 
the presidency of the corporation ané 
constituent companies each succeeding 
year up to 1939 when he became chail: 
man of the board at his own request. 


























Manitoba Rural Program 


The Manitoba Power Commission 
working on a rural extension prograll 
that will bring service to 1,000 farm 
by the end of the year and to 5,00) 
farms each year for the next seve 
years. 














Georgia Co-op Expanding 


North Georgia Electric Membershi 
Corp. will erect 300 miles of lines in 
eight north Georgia counties. Whe 
the lines are completed, the co-op 
have over 9,000 residential consumer 





























































| ONLY IM ROUND-WOUND 
TRANSFORMERS can give. . . 


JUL) All these L-M Round-Wound advantages 


Round-Wound construction is ingenious. It is also remark- 
ably simple. But more important than this, it offers ad- 
vantages over conventional distribution transformer construc- 
tion—advantages of substantial valuetooperating companies. 
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The Wou 


Wound under tension, in el- 
liptical shape closely approxi- 
mating perfect magnetic flux 
movement. Practically no air 
gaps—reduces exciting cur- 
rent. Core not cut, re-lami- 
nated, or rewound after an- 
nealing; result: stable char- 
acteristics. Cruciform cross 
section permits free oil cir- 
culation, better cooling. 


The Roun} 


Round coils are wound di- 
rectly onto core legs, under 
tension; without air spaces 
between layers. Use of fewer 
turns in coils lowers resistance 
and reactance, helps give im- 
proved regulation at all power 
factors. Oil duct spacers 
wound into coils assure extra 
cooling, freedom from hot 
Spots. Long coils envelop 
maximum of the ircn circuit. 





























failure caused by lightning. 




















better customer relations. 





















Ratings . . . Standards 


L-M Round-Wound trans- 
formers are made in 11% to 
25 Kva, 2400 to 7620 Volts. 
Meet latest EEI and NEMA 
standards. 


Getthis Bulletin RW-421 


Illustrations, 
details, specifi- 
cations of L-M 
Round -Wound 
transformers. 
Write Line Ma- 
terial Co., Trans- 
former Division, 
Zanesville, Ohio. 
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The Round-Wound principle provides a basically correct 
core—the right material, wound into an ideal core shape, 
under tension, without air gaps, and not disturbed after 
annealing. Long, round coils are wound directly onto core legs, 
with uniform tension that prevents air spaces between layers. 


Details are available from L-M Field Engineers or in Bul- 


letin RW-421. But here are some of the results of this im- 
proved method of transformer construction: 


increased Rewerges Because they give improved regula- 


tion at all power factors, L-M Round-Wound transformers 
deliver more uniform voltage to the customer, increasing 
operating revenue and the rate of profit per kwh. 


lowerey: better ratio of losses characteristic of 


Round-Wound transformers, their improved time-tempera- 
ture characteristics, and high short-time overload capacity 
result in low operating and replacement costs, long service. 
Uniformly high impulse strength decreases the chances of 


BeterSewiee: low-voltage complaints, less flicker, 


fewer outages caused by lightning, result in better service, 











LINE MATERIAL 


TRANSFORMERS 


L-M DISTRIBUTION EQUIPMENT INCLUDES: Distribution Transformers - 


Fuse Cutouts and Fuse Links - 


Lightning Arresters 


Oil Switches - Pole Line Hardware - Line Construction Specialties - Underground Equipment - Fibre Conduit - Street Lighting Equipment 
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“ELECTRIC LIVING’ WAS THE THEME—Even Philadelphia’s Bellevue-Stratford was hard tives of distributor organizations, whim 
pressed to take care of the 1,262 appliance dealers and their wives, together with representa- on September 24. The program coniiw: 


THE INDUSTRY 


IN PICTURES 


ELECTRIC REFRIGERATOR—Chicagoans crowd around a new model Philco 20,000 VISITORS A DAY—To give people 4 
refrigerator which was on display at the Post-War Electric Appliance and Radio on the market, the Electric Association of 


oat Ou 
Show held in the display rooms of Commonwealth Edison Co.’s Loop store over 70 manufacturers are exhibiting. 





FOOD MIXERS—This Navy petty officer must have post-war plans for a food 
mixer judging by the way he studies the Universal exhibit at Chicago show 
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of the Electrical Association of Philadelphia 
var developments 


AUTOMATIC LAUNDRY—Men as well as women crowd around this demonstra- 
tion of the Bendix automatic home laundry conducted at exposition in Chicago 


a 


the household appliances which will soon be ALL ELECTRIC KITCHEN AND LAUNDRY—Post-war kitchens and laundries are 


9 October is sponsoring an exposition ¢:t which going to be jammed with electric appliances judging by this exhibit of the West- 
of the exposition are shown on this page inghouse Electric Corp. at Chicago exposition which provided many ideas 





saves man power.. I 


In the initial installation . ..in maintenance... 
and even in relocation...Westinghouse CSP Power 
Transformers will conserve your man-hours and im- 
prove the efficiency of your system, through their 
‘“‘Packaged Power’’ convenience. 

Initially, you save time in designing, ordering, 
receiving, installing and co-ordinating dozens of units 
from different sources. With the Westinghouse single- 
unit CSP Power Transformer, you have one order 
... one shipment ... one installation, and it does all 
the work of the customary single-feeder substation. 

The CSP feature — Completely Self-Protecting 
against dangerous overloads, short circuits and light- 
ning—assures maximum service continuity with mini- 
mum attendance. It’s ideal for remote locations. 

If your load centers change, relocation is easy with 
a single unit and salvage value is nearly 100 per cent. 

For more details, write today for Booklet B-3468 
titled ‘‘Packaged Power’’. Write to Westinghouse 
Electric Corporation, P.O. Box 868, Pittsburgh 30, Pa. 

J-70463 


One unit, easy to move. 


REE WAYS! 


WHAT IS PACKAGED POWER? 


Packaged Power is the modern and 
efficient way of buying, installing and 
operating electric power distribution 
equipment. In addition to the unit 
shown above, Packaged Power is 
available in the following forms: 


For Multi-Feeder Distribution Problems: 
Westinghouse Unit Substations 


For Intra-System Distribution Problems: 
Westinghouse Portable Substations 


Westinghouse pack ace POWER 








F.E.. Announces Winners 
of 1944 McCall Awards 


Edison Electric Institute has an- 
nounced the winners of the 1944 Laura 
McCall Awards, sponsored by McCall’s 
Magazine, and given in public recog- 
nition of the outstanding contributions 
of electric light and power companies, 
through their home service departments, 
to the health and happiness of the 
American home. 

First prize was awarded to H. H. 
Brenan. Pennsylvania Power & Light 
Co.; second prize to Martha Marie 
Bohlsen. Nebraska Power Co.; third 
prize to Edith T. Rauch, Puget Sound 
Power & Light Co., Seattle; fourth prize 
to Ruth T. Neill, Kingsport Utilities, 
Inc.. Kingsport, Tenn.; and fifth prize 
to Kathryn M. Holy, Florida Power 
Corp. 

The prizes, an engraved plaque, four 
illuminated parchments and a total of 
$400 in war bonds and stamps, are 
awarded on the basis of reports of 2,000 
words or less, covering the home service 
department’s activities to further electri- 
cal living through the use and care 
of electrical household equipment, ac- 
tivities participating in the 1944 war- 
time program of food conservation and 





preservation and a summary of achieve- 
ments. 


Kentucky Utilities Building 
29,000-Kw. Steam Station 


Work has been resumed by the Ken- 
tucky Utilities Co. on a $4,250,000 steam 
generating station on the Kentucky 
River near Tyrone in Woodford County. 
Plans for the station had been drawn 
and authorization had been secured for 
the construction in November, 1941. 
when the war halted the project. 

The new plant will have an initial 
capacity of 25,000 kw.. and a tentative 
completion date of January, 1947, has 
een set. A substation will 
erected as a part of the project. 

The initial transmission line from the 
plant will be double circuit, 69 kv., and 
Will form a junction with a similar high 
ine between Dix Dam and Lexington. 


also be 





Regain Bargaining Rights 


Collective bargaining rights of em- 
“oyees_ of privately owned _ utilities 
aken over by the British Columbia 
*Wer Commission have been restored, 
bor Minister George S. Pearson has 
‘nounced. Employees can now bargain 
ith the commission under the provi- 
“ns of the War-time Labor Relations 
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Electric Output Curve in Sharp Drop 


The electric output curve dropped 
sharply during the week ended October 
13. 1945, according to figures released 
by the Edison Electric Institute. The 
amount of electrical energy distributed 
by the light and power industry totaled 
3.934,394,000 kw.-hr., compared with 
41,028.286.000 kw.-hr. during the pre- 
ceding week. During the week ended 
October 14, 1944, the amount of elec- 
trical energy distributed amounted to 
41.354,575,000 kw.-hr., this year’s figure 
representing a decrease of 9.6 percent, 
the largest drop reported since mid- 
August. 

All of the seven major geographical 
regions of the country, with the excep- 
tion of the Rocky Mountain group, re- 
ported losses. 
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Weekly Output Millions Kw.-Hr. 


1945 


13 
6 
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25 
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3,934 
4,028 
4,039 
4,019 
4,106 
3,909 
4,137 
4,116 
3,939 
4,395 
4,432 
4,435 
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Percent Change 


New England 
Mid Atlantic 


Central Industrial 


West Central 


Southern States 
Rocky Mountain 


Pacific Coast 


Total United States 


1944 
14 


4,355 
4,375 
4,366 
4,377 
4,395 
4,228 
4,415 
4,418 
4,451 
4.415 
4,399 
4,391 
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1943 


16 4,382 
9 4.342 
2 4,359 

25 4,360 

18 4,359 

il 4,229 
4 4351 

28 4,322 

21 4.265 

14 4,288 
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31 4,227 


from Previous Year 
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Sept. 29 















D. Robert Yarnall Elected 
President of A.S.M.E. 


D. Robert Yarnall, co-founder and 
president of the Yarnall-Waring Co., 
and president of the James G. Biddle 
Co., both of Philadelphia, Pa., has been 
elected president of the Society of Me- 
chanical Engineers for 1945-46. 

A graduate of the University of Penn- 
sylvania, Mr. Yarnall, with B. G. War- 





Bachrach 


D. R. Yarnall 


ing. organized the Yarnall-Waring Co. 
in 1908 and he has been continuously 
identified with the company. 

For more than forty years Mr. Yar- 
nall’s work on design and construction 
has resulted in his holding many pat- 
ents on valves and steam specialties. In 
1937 he was elected president of the 
United Engineering Trustees. In 1941 
he was awarded the Hoover Medal of 
the A.S.M.E. and in the following year 
was made doctor of engineering by 
Lehigh.University. As the representa- 
tive of the A.S.M.E. he served as direct- 
or and chairman of the Committee on 
Public Affairs of the American Engi- 
neering Council, and he has been a 
director and vice-president of the En- 
gineering Foundation. 

* 


> Gitsert W. CHapmMaAn has been 
elected vice-president of the American 
Water Works & Electric Co., Inc., and 
J. Lee Rice, Jr., has been named treas- 
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urer. Mr. Chapman, who has been with 
the company since 1924, is also presi- 
dent of the Water Works Service Co., a 
wholly owned subsidiary. Mr. Rice suc- 
ceeds to Mr. Chapman’s former posi- 
tion as treasurer. He has been serving 
as treasurer of Water Works Service. 


> RicHarp H. Oscoop, formerly con- 
nected with the Okonite Co., Passaic, 
N. J., is now associated with the Gen- 
eral Cable Corp., New York, in the 
capacity of director of advertising and 
market research. 


Monroe Appointed Chief 
Design Engineer of TVA 


Robert A. Monroe has been appointed 
chief design engineer for the Tennes- 
see Valley Authority to succeed George 
R. Rich, who resigned recently to take 
a position with a private engineering 
company. 

Mr. Monroe became affiliated with 
TVA in 1937 as head water control 





R. A. Monroe 


In 1941 he was 
appointed to the staff of the chief en- 
gineer and two years later became as- 
sistant chief engineer. 

Prior to his connection with TVA, 


planning engineer. 


Mr. Monroe was identified with the 
Pacific Gas & Electric Co., the Alumi- 
num Co. of America and the U. S. 
Bureau of Reclamation. 
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Dr. Zay Jeffries Awarded 
John Fritz Medal for ‘46 


Dr. Zay Jeffries, vice-president of 
General Electric Co. in charge of the 
chemical department at Pittsfield, 
Mass., has received the 1946 award of 
the John Fritz Medal for “leadership 
in the solution of problems affecting the 
production, conservation, substitution 
and the scientific appraisal of metals 
and alloys.” The medal, established 


in 1902 by the professional societies of 























































Z. Jeffries 







electrical, civil, mining and metallurgi- 
cal and mechanical engineers, is given 
for notable scientific or industrial 
achievement. 

Dr. Jeffries has established an inter: 
national reputation as a metallurgist 
particularly with regard to non-ferrous 
metals, and as consultant in electro 
chemical and electrometallurgical work. 
He was formerly technical director o! 
the G.E. lamp department. He has pub: 
lished more than fifty works on metallic 
and non-metallic engineering materials. 

Earlier awards to him include the 
James Douglas Medal from the Ameri: 
can Institute of Mining and Metallurg) 
cal Engineers, the Sauveur achievemet! 
award of the American Society of Met 
als and the Clamer Medal of the Frank- 
lin Institute. He is a_past-presiden! 
of the A.I.M.E. and is active in numer 
ous engineering societies. 

























> Grorce H. SAnper, manager of tle 
Manchester district of the Public Ser 
ice Co., of New Hampshire since 193. 
has retired from active service. He wé 
born in Dresden, Germany; came to the 
United States at the age of eight, aM 
was graduated in 1901 from the Stevet 
Institute of Technology. After work 
ing in General Electric’s test laborato” 
in Schenectady and the Derry (NH! 
Electric Co., he joined the then Mas 
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chester Traction, Light & Power Co. in 
1909, continuing with the Public Ser- 
vice company in later years. He has 
been active in civic affairs and is a 
member of the Amoskeag Industries Co- 
ordinating Committee. 


W. E. Wood Heads Utility 
Association of Virginias 
(See Front Cover) 


William E. Wood, executive vice- 
president of the Virginia Electric & 
Power Co., Richmond, was elected presi- 
dent of the Public Utilities Association 
of the Virginias at the annual meeting 
held recently at Hot Springs. Mr. Wood 
has been prominently identified with 
the utility industry for many years. 

Following graduation from Georgia 
School of Technology, Mr. Wood spent 
several years with various properties 
of Stone & Webster, before he assumed 
managership of the Houston Electric 
Co. and the Galveston-Houston Electric 
Railway. 

From that property he went to Vir- 
ginia in 1925 as operating vice-president 
of the Virginia Railway & Power Co., 
which had just been acquired by the 
Engineers Public Service Co. The name 
of the company was subsequently 
changed to Virginia Electric & Power 
Co. and Mr. Wood was elected its presi- 
dent in 1927. 

Two years later, Mr. Wood was elect- 
ed vice-president of the Engineers Pub- 
lic Service Co., the parent company of 
the Virginia Electric & Power Co., with 
headquarters in New York. In 1941 
he left Engineers Public Service to be- 
come president of the Virginia Public 
Service Co., which at that time served 
the northern and western sections and 
the Peninsula area of Virginia with 
electric power, transportation and gas 
services, until the merger in 1944 of 
that company with Virginia Electric & 
Power Co., of which he then became and 
is now executive vice-president. 

During his career as a public utility 
executive, Mr. Wood has served on 
Many standing committees of the old 
National Electric Light Association and 
its successor, the Edison Electric Insti- 
tute, and at one time was president of 
the American Transit Association. While 
in Texas, he also served as president 
of the Southwestern Public Service As- 
sociation and after going to Virginia he 
served the former Virginia Public Utili- 
hes Association in a similar capacity. 

Other officers of the Public Utilities 
Association of the Virginias elected at 
the recent annual meeting included: 
first vice-president, C. H. Leatham, 
Monongahela Power Co.; second vice- 
President, M. C. Funk, Appalachian 
Electric Power Co. 


> Vernon E. Vininc, widely known in 
the electric appliance field as a consult- 
ant, author and speaker, has been ap- 
pointed appliance merchandise consult- 
ant for the Westinghouse Electric Ap- 
pliance Division, Mansfield. Mr. Vin- 
ing will act as consultant on all mer- 
chandising, advertising, sales promotion 
and sales training activities. 


> Frank M. Tait, president of the Day- 
ton Power & Light Co., Dayton, Ohio, 
received the honorary degree of doctor 
of engineering from Lehigh University 
at the exercises held on October 14, 
commemorating the 77th anniversary 
of Founders Day. Mr. Tait is a widely 
known public utility and industrial 
executive and engineer, and, over the 
years, has had a leading part in the 
development and financing of many 
properties. For a time, he was engaged 
with the late Thomas A. Edison in im- 
portant research work. He served as 
president of the old National Electric 
Light Association and also of the Ohio 
Electric Light Association and at the 
present time is a member of the Edi- 
son Pioneers, the Newcomen Society of 
England, the American Gas Association 
and a fellow of the American Institute 
of Electrical Engineers. 


OBITUARY 


> Harotp D. Reap, vice-president of 
Opinion Research Corp., Princeton, 
N. J., died on October 9 in Johns Hop- 
kins Hospital, Baltimore, in his forty- 
fourth year. Mr. Read joined Opinion 
Research Corp., as vice-president soon 
after it was established in 1938 and 
directed many national research proj- 
ects, among them inquiries for the 
Association of American Railroads, the 
National Physicians Committee and the 
Electric Industry Advertising Commit- 
tee. A native of Des Moines, lowa, and 
a graduate of the University of Iowa, 
Mr. Read was formerly identified with 
the Equitable Life Insurance Co. of 
Iowa, and subsequently with the Wie- 
bolt Department Stores in Chicago and 
Montgomery Ward & Co. 


> Cyrus Peirce, who had been in the 
Pacific Coast public utility field for 
forty years, died at Los Angeles Octo- 
ber 3. Active in the organization of 
the small utility companies which later 
were merged into the Pacific Gas & 
Electric Co., he had most recently been 
associated with Hill Richards & Co., Los 
Angeles. At one time he formed his 
own banking firm which later became 
Peirce, Fair & Co., and was prominently 
identified with the organization and 
financing of the San Joaquin Light & 
Power Co., Southern California Gas Co., 
and Caterpillar Tractor Co. 
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William H. Taylor 


William H. Taylor, formerly presi- 
dent of the Philadelphia Electric Co., 
died on October 9 at his home in Vent- 
nor, N. J., following a long illness. He 
was 65 years old. 

A native of Ashley, Pa., Mr. Taylor 
began his public utility career in 1903, 
several years after graduating as a 
mechanical engineer from the Stevens 
Institute of Technology, Hoboken, N. J. 
Practically his entire business and 





utility experience was spent with the 
United Gas Improvement Co. proper- 


ties and interests. Starting as a con- 
struction engineer for U.G.I., he super- 
vised installation of electric and gas 
equipment in various U.G.I. plants 
throughout the country. 

He held executive positions with sev- 
eral gas companies before he was re- 
called to Philadelphia in 1927 to _be- 
come operating vice-president of fhe 
U.G.I. A year later he was elected 
president and a director of the Phila- 
delphia Electric Co. He retired in 
1940. 

Mr. Taylor was considered an author- 
ity on utility rates and service. In the 
course of his career he testified fre- 
quently as an expert on these subjects 
before public service commissions and 
federal courts. He served as president 
of the Association of Edison Illuminat- 
ing Companies, as a trustee of the Edi- 
son Electric Institute and held mem- 
bership in the Electrical Association of 
Philadelphia. 

& 

> WituiaM G. F. HuLett, who recently 
retired as superintendent of the Que- 
bec Hydro-Electric Commission’s gener- 
ating station at Cedars, Quebec, died 
on October 8 at Peterborough, Ont., 
in his sixty-eighth year. Mr. Hullett 
had completed 38 years of service with 
Montreal Light, Heat & Power Consoli- 
dated and with Quebec Hydro when he 
retired recently. Mr. Hullett was born 
in Cardiff, Wales. 
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ANUFACTURING 


Universal Announces 
Systemeering Plan 


As a guide to retail operations, Lan- 
ders, Frary & Clark, New Britain, Conn., 
has formulated a new program called 
Systemeering, which shows retailers 
how to develop a wise buying plan aimed 
at conserving profits through control 
operations. 

Guided by Universal’s many years of 
experience with retail dealer problems 
a plan board of business executives 
from Burroughs Adding Machine Co., 
Moore Business Forms, Inc., and Shaw- 
Walker Co., headed by Dr. O. P. Robin- 
son of New York University’s School of 
Retailing, has produced a buying plan 
to assist electrical appliance and house- 
wares dealers through Systemeering 
their store’s operations to create more 
profits. 

Adequate, practical records are the 
foundation of the control job—records 
covering activities in getting purchases 
to the point of sale and in getting sales 
through the store to the customer. 

Systemeering calls for the use of a 
receiving report on every incoming ship- 
ment; the handling of a purchase order 
is described in detail and methods of 
pricing, marking and checking mer- 
chandise are analyzed with the accent 
placed on the importance of price mark- 
ing in the merchandise picture. Com- 
plete delivery records are also included. 

Under Systemeering every retail or- 
ganization selling electrical or mechan- 
ical merchandise or other goods need- 
ing service or repair should conduct its 
own service and repair business. 

After all transactions in buying, 
selling and operations have been re- 
corded and posted the next step is to 
bring summaries of these records into 
the control accounts so that a complete 
digest is available, giving a balanced 
condition of the merchant’s business. 


Plans to Buy New Plant 


Announcement has been made by the 
Westinghouse Electric Corp. that it 
would purchase property and buildings 
in Meadville, Pa., for the production of 
industrial heating equipment. The prop- 
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erty, comprising more than five acres 
of land and five major buildings with 
more than 100,000 ft. of floor space, is 
being purchased from Talon, Inc. The 
entire Westinghouse line of industrial 
heating equipment will be produced in 
the Meadville plant. 


New Building to House 
All Plastics. Operations 


\ new three-story and basement build- 
ing. which when completed. will house 
the expanding plastics manufacture of 
the American Phenolic Corp.. Chicago, 
is rapidly nearing completion. The new 
building, which abutts the main plant 
directly to the north, will be used ex- 
clusively for the production of plastic 
items both for the electronic trade and 
other industries. Completely new ma- 
chinery for injection, extrusion, com- 
pression and fabrication of all types 
of plastics will be installed as soon as 
possible. 

Expanding markets compelled the re- 
moval of plastic manufacturing facilities 
from their present large plant into a 
building devoted solely to plastic fabri- 
cation. 


G.E. Orders Decrease 
40 Percent Under ‘44 


Orders received by General Electric 
Co. during the first nine months of this 
year amounted to $660,846.000, com- 
pared with $1,094.199,000 in the similar 
period of last year. a decrease of 40 
percent. 

Cancellations of orders booked during 
the current year to date totaled $362.. 
029.000, of which $325,770,000 were 
recorded in the three months ended 
September 30, principally as a result 
of the end of the war with Japan. The 
latter amount exceeded by $34,650,000 
the new business booked during the 
third quarter, according to the statement 
issued by the company. 

“Our total cancellations and adjust- 
ments applying to orders booked in 
1945 and prior years have amounted 
thus far to about $650.000,000,” Mr. 
Wilson stated, “but we still have a 
backlog of about $500,000,000. Such a 
substantial backlog together with a re- 
laxation of controls on the production 
of peacetime goods should enable us to 
keep employment at a high level for 
sometime to come.” 


Synthetic Rubber Output 
Cut by Refinery Strikes 


Output of synthetic rubber was seti- 
ously curtailed because of the recent 
strikes in the oil industry. Officials of 
the government-owned styrene _ plant 
operated by Dow Chemical Co., Free- 
port, Tex., stated that the production 
of styrene, which is essential in the pro- 
duction of buna S rubber had been cut 
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UTILITY AND MANUFACTURERS COOPERATE—H. J. 
Wilson, merchandising manager and sales training di- 


rector of Georgia Power Co., Atlanta, Ga., gives sales 
tips and sales training information at recent Proctor Re- 


tailing Clinic for Small Appliances. 


A. H. Patton, 


left, 


Atlantic district manager, and Oswald MacCarthy, eastern 
regional sales manager of Proctor listening for suggestions 
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substantially at that plant because of 
shortages of a petroleum derivative- 
ethylene. 

The flow of ethylene to the styrene 
plant had virtually halted at the Dow 
concern which normally produces about 
one third of the nation’s styrene. Dr. 
A. P. Beutel, Dow’s general manager at 
Freeport, explained this situation to a 
group of newspaper men who visited 
the plant on a tour arranged by the 
National Association of Manufacturers. 

There was no estimate of the inven- 
tory position of synthetic rubber pro- 
ducers available at the time but, since 
the demand has been high and since 
producers generally have had low in- 
ventories, it is believed that the stock 
pile has been materially reduced. Plant 
officials are expressing hopes that gov- 
ernment’s seizure of refineries will bring 
about an early improvement in this 
situation. 


The Rubber Reserve Corporation 
recently informed producers of syn- 
thetic rubber and of materials es- 


sential to its manufacture that it is a 
necessity that operations be continued 
at full capacity to supply concerns now 
reconverting to civilian production. Any 
reduction in the supply of synthetic 
rubber will soon be of concern to the 
wire and cable industry, appliance 
manufacturers as well as the automotive 
trade, it was indicated. 


Manufacturers Issue 
Earnings Reports 


Electrical manufacturing companies, 
which have recently issued earnings re- 
ports, are the following: 

Hoskins MANUFACTURING—Six months to 
June: net profit, $209,986, equal to 44 cents 
each on 480,000 shares, against $190,574 or 
0 cents a share last year. 

Josuyy Manuracrurinc & Suppty—Six 
months to June 30, net profit, $513,213, 
equal to $3.04 each on 149,000 common 
shares; $448,797 or $2.59 a share last year. 


Starts Appliance Output 


Having completed its reconversion 
program, Apex Electrical Manufactur- 
ing Co, early this month began washer 
production at its Cleveland plant and 
vacuum cleaner output at its Holland- 
Rieger division in Sandusky. Apex 
“Xpects to reach peak production, at 
@ tate about 50 percent ahead of pre- 
War years, by April 1. At that time 
Production will be at the rate of 1,500 
Washers, a like amount of vacuum 
"faners and several hundred ironers 
me to an annual sales of 
*¥.00,000. In 1941, sales amounted 
'o $10.166.007. 


Field Reports on Business 


Demand for electrical equipment continues unabated and orders are being 


booked at a steady rate. 


Deliveries, however, are spotty. 
activity in the street lighting installation field. 


There is considerable 
Building is in a transition 


period from all-out government work to purely private. 


CHICAGO 


A construction program which will give 
Kankakee County 100 percent rural elec- 
trification by the end of the year is now 
being pursued by the Public Service Co. 
of Northern Illinois. This will involve 
the erection of 166 miles of line, at an 
estimated cost of $135,000, bringing total 
county rural mileage to 6,400. This is 
part of a program to build 360 miles of 
rural line throughout the northern-county 
area served by the company. 

WPB restrictions during the war tempo- 
rarily suspended electrification advance, 
and sufficient requests have been received 
to put the county on a 100 percent basis 


when fulfilled. Most significant is that 
extensions are being made at reduced 
amortization rates. Instead of requiring 


a repayment of one-eightieth of the cost 
per month from petitioners, with a $3.50 
per month minimum, the company will 
henceforth require merely $3.50 minimum. 

The first post-war appliance and radio 
show in Chicago is now under way, spon- 
sored by the Electric Association of Chi- 
cago. It is being held in the Common- 
wealth Edison store in the loop, Record 
crowds (100,000 first week) are recorded. 


The ratio of stocks to sales (month’s 
supply) of major household appliances 
in Chicago department stores stood at 


0.47 in August, as against 2.68 for the 
same month last year. For Milwaukee 


stores, the ratio- was 1.7 against 5.7. A 
similar trend is evidenced throughout the 
7th Federal Reserve District, indicating 
a rapidly gaining rate of sales in relation 
to stocks available. 


NEW ENGLAND 


Inquiries for electrical equipment con- 
tinue unabated and orders are being booked 
at a steady rate. Deliveries on the other 
hand are spotty, particularly in small 
motors and control apparatus as production 
continues on a restricted scale due to limi- 
tations in raw material supplies. Keyes 
Fibre Co., Waterville, Me., has received 
an order from Sylvania Electric Products, 
Inc., for several million “handy packs” 
designed to carry five electric lamps each 
and to give increased mechanical protection 
to bulbs in handling. Union R.R. Sta- 
tion, Portland, Me., has been modernized 
by a fluorescent unit installation. Rural 
Electrification Administration has allotted 
$112,000 to the Kingman (Me.) Electric 
Co., a farm cooperative; lines will be 
extended in three counties in northeastern 
Maine. New England Telephone & Tele- 
graph Co. plans to install new equipment 
and build an operating center at Malden, 
Mass., at a cost of $5,000,000, adding 42,000 
telephones to that area. Street lighting in- 
stallations of New England Power System 
companies serving over 100,000 lamps are 
under active study for modernization. 

New Departure Co., Meriden and Bristol. 
Conn., has called back several hundred 
workers to meet the increasing demand for 
ball bearings and is seeking more help. 
Bell Aircraft Corp. has received a contract 
to supply more than $1,000,000 worth of 
small horsepower single cylinder engines 
for farm equipment use; this contract will 
be filled at its Burlington, Vt., plant. Wire- 
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mold Co., Hartford, Conn., is planning to 
expand its production line into new fields; 
this company has converted entirely to 
civilian demands. 


Oil burners are in active demand and 


show a vigorous upward trend. Domestic 
freezers are for sale in limited numbers 


at one Boston store. New construction per- 
mits representing 68 Massachusetts munic- 
ipalities totaled $6,466,111 for September, 
1945, a gain of 48.5 percent over the pre- 
ceding month, and 271.2 percent more than 
September 1944. 


PACIFIC COAST 


Prospective business will include much 
line material such as Idaho Power’s $3,000,- 
000 award to cover its 16,500 kw. plant on 
the Upper Salmon. Planned extensions will 
cover about as much more, 50 percent being 
rural. REA has allotted $285,000 for 241 
miles of distribution lines in Fairfield, 
Mont., area, and loaned $420,000 for a sys- 
tem in Ferry County, Wash. The Bon- 
neville System has contracted for $202,221 
of Moloney transformers for various points 
in its Oregon and Washington system. Die- 
sel electric power units have been bought 
for several locations near Garfield, Utah. 
A recent order covered 3,400 fractional 
horsepower motors, costing about $100,000 
for small pressure pump systems. 

Manpower is a factor in preventing larger 
flow of staple stock material to the coast 
and the larger quantities are apparently 
being allotted proportionately to various 
sections. Supplies are booked in most cases 
well into the spring of 1946. 

Building construction is in what may be 
called a later transition stage from all-out 
government work to purely private con- 
struction. Hospitals are a prominent item. 

Industrial developments cover a $1,000,- 
000 factory for American Can at Los An- 
geles; a Beechnut packing plant, costing 
$800,000 at St. Jose; Byron Jackson’s pump 
factory at Vernon, Calif., a $900,000 ex- 
pansion; and Pan American’s application 
to San Francisco Airport for 50 acres on a 
20-year lease, for which $7,000,000 construc- 
tion and lighting has been allocated. 


NEW YORK 


Although industrial output has tapered 
off slightly, the level of production con- 
tinues high above pre-war years. 

Civil engineering construction volume in 
continental United States totaled $33,206,- 
000 last week. This volume was 56 per- 
cent under the total for the preceding week 
and 42 percent below the corresponding 
1944 week’s volume, according to Engineer- 
ing News-Record. Private construction was 
down 63 percent compared with the preced- 
ing week, but was 313 percent above the 
week last year as a result of the increased 
activity in industrial and commercial 
building. Public work was 26 and 79 
percent lower, respectively, than last week 
and last year. The week’s construction 
brought 1945 volume to $1,604,191,000 for 
the 41-week period, a 10 percent increase 
over the $1,463,770,000 reported for the 
corresponding period last year. 

Retail trade in the Metropolitan area was 
stimulated last week by the Columbus Day 
holiday, plus favorable shopping weather. 
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SEC DECISIONS—HEARINGS 





The Securities and Exchange Com- 
mission recently issued a_ series of 
orders affecting electric utility com- 
panies. 


Paciric Gas & Exvectric Co. has been 
declared no longer a subsidiary of the 
North American Co. In view of changes 
made during the last four years, the com- 
mission revoked its order of September 
10, 1941, which denied a similar applica- 
tion. In its earlier ruling the SEC found 
that North American held 17.71 percent 
of the voting stock of Pacific Gas. In 
renewing its application, Pacific Gas 
pointed out that on September 21 North 
American sold 700,000 shares of its stock 
in Pacific Gas, with the result that it 
now owns only 5.24 percent of such stock, 
including 56,900 shares owned by a sub- 
sidiary, the North American Utilities Se- 
curities Corp. Edward L. Shea, president 
of North American and one of the holding 
company’s two representatives on the board 
of directors of Pacific Gas, has just re- 
signed from the board. The other North 
American representative on the board, 
James F. Fogarty, will resign as a director 
of Pacific Gas when North American dis- 
poses of its remaining shares of common 
stock of that company. 


ELectric Bonp & SHare received com- 
mission approval for the initial phase of 
its voluntary plant to effect full compli- 
ance with the provisions of the Public 
Utility Holding Company Act. At the same 
time, in accordance with Bond & Share’s 
request, the commission ordered its coun- 
sel to apply to an appropriate U. S. District 
Court for an order to carry out the pro- 
visions of the over-all plan approved. The 
three-part program, designated as plans I, 
If and III, provides for retirement of 
Bond & Share from the domestic utility 
field and concentration of its utility opera- 
tions in the American & Foreign Power Co. 
Plan I, which the commission has just au- 
thorized, provides as a first step for the 
retirement of preferred stock, for the pay- 
ment of $30 a share on such stocks as a 
capital distribution, with a consequent 
modification of rights, including a reduc- 
tion of the annual dividend rate by 30 
percent. The new dividend rate will be 
$4.20 a share on the $6 preferred stock and 
$3.50 a share on the $5 preferred stock, 
and as a result of the $30-a-share payment, 
the stated value of the preferred stocks 
will be reduced from $104,328,000 to $73.- 
029,600, based on the amount of preferred 
outstanding on June 30, 1945, and annual 
preferred stock dividend requirements will 
be reduced from $6,056,668 to $4,239,668. 
Part II of the program provides for the 
completion of the retirement of the pre- 
ferred stocks through the distribution of 
certain securities and/or cash, while Part 
III provides for the sale or other disposal 
of all securities which the company may 
then own of public utility holding com- 
panies whose subsidiaries operate in the 
United States and of all securities which 
it may then own of public utility com- 
panies operating in the United States. 


Montana Power Co.’s proposal to sell 
at competitive bidding $40,000,000 of first 
mortgage bonds, series due in 1975, at a 
price of not less than 100 percent nor 
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more than 102} percent has been ap- 
proved. The decision also sanctioned 
Montana’s plan to use the proceeds with 
treasury cash to retire all of its outstanding 
long-term debt aggregating $56,175,900. 
Montana will retire its own bonds at 105 
percent, its debentures at 100 percent and 
assume bonds of the Butte Electric & Power 
Co. at par and interest to maturity. 


GenerRAL Gas & Execrric Corp.’s pro- 
posal and that of its subsidiary, Florida 
Power Corp., to sell at competitive bidding 
396,383.8 and 142,857 shares, respectively, 
of Florida’s reclassified common stock has 
been approved. In its ruling, which re- 
served jurisdiction over the results of the 
competitive bidding, the commission also 
removed a- dividend restriction and sanc- 
tioned Florida’s proposal to amend its cer- 
tificate of reincorporation to provide for a 
partial restriction of the payment of divi- 
dends on its common stock, so long as 
any shares of its preferred stock of any 
series are outstanding, if its common stock 
equity should become less than 25 percent 
of total capitalization and surplus. 


NracarA Hupson Power Corp. is free 
to pay legal fees and expenses in connec- 
tion with its sale of common stock of 
Central Hudson Gas & Electric Corp., the 
SEC having released jurisdiction. 


Unitep Corp.’s accounting entries, to 
give effect to the exchange of its holdings 
of common stock of Delaware Power & 
Light Co. and cash for outstanding shares 
of its $3 cumulative preference stock, have 
been approved. 


Cittes Service Power & Licut Co.’s pro- 
posal to reduce the interest rate on the 
$3,000,000 balance of its Series A notes 
from an annual rate of 2? percent to 14 
percent, effective as of September 15, was 
approved. 


Centra Onto Licut & Power Co. has 
been authorized to make a payment of a 
dividend out of earned surplus of $2.50 
a share, or an aggregate of $50,000, to 
Crescent Public Service Co., sole holder of 
its common stock. 


New Encranp Pustic Service Co.’s 
proposal to sell its holdings in industrial 
subsidiaries to Coffin & Burr, Inc., and the 
First Boston Corp. for a cash consideration 
of $16,500,000 has been approved. The 


subsidiaries are the Keyes Fibre Co., the 





UTILITY REPORTS 


Net Income 


1945 1944 

*Birmingham Electric $ 1,608,695 $1,179,054 
*California Electric Power 

and subs Peet otaia date 1,353,964 1,320,383 
°E) Paso Becitic ...... +1... 660,524 606,857 
*Electric Power & Light 

and subs ise aa can eee 12,709,737 5,438,904 
*Engineers Public Service 

and subs . (60 tna 8,001,932 6,195,693 
*Gulf States Utilities ..... 3,062,413 2,590,025 
*Houston Lighting & Power . 2,934,023 2,953,823 
*Northwestern Electric 616,028 521,284 
*Savannah Electric & Power 314,225 401,670 
*Virginia Electric Power .... 6,683,503 4,955,346 





*Twelve months ended August 31. 








Bucksport Water Co. and New England 
Industries, Inc. The SEC stated that it 
gave “great weight to the fact that repre. 
sentatives of holders of all classes of 
Nepsco stock have joined in asking us to 
approve the plan and that no representatives 
of security holders now affirmatively oppose 
it.” In addition to the purchase price of 
$16,500,000, the commission noted, Coffin & 
Burr and First Boston will pay $1,290,600 
to the minority stockholders of New Eng. 
land Industries, or a total price of 
$17,790,000. 


Applications Filed 


Sioux City Gas & Etectric Co. has 
filed a general program of refinancing 
whereby it proposes to retire $9,000,000 of 
4 percent first mortgage bonds due 1966, 
and 47,954 shares of outstanding 7 per- 
cent cumulative preferred stock. The 
company proposes to obtain the necessary 
funds by selling $8,000,000 of new bonds, 
38,000 shares of new preferred stock and 
118,938 shares of new common. stock. 
This would be supplemented with $685,000 
from other funds. The $8,000,000 in new 
bonds would be sold to the public through 
underwriters selected by competitive bid- 
ding and would mature thirty years after 
date. The 38,000 shares of $100 par 
cumulative preferred stock also would be 
sold through underwriters selected by com 
petitive bidding, which would determint 
the dividend rate and redemption price 
of the stock. The company would issue 
to holders of 7 percent preferred stock 
subscription warrants, which would 
entitle the 7 percent preferred holders to 
buy one new preferred share for each old 
preferred share held. The company would 
then issue two new shares of common 
stock of $12.50 par value, which would 
be exchanged for each share of $25 par 
value stock. As part of the public offer- 
ing of the new common stock there would 
be sold for the account of the Iowa Pub- 
lic Service Co., a subsidiary, 34,068 shares 
of the $12.50 par value common stock, 
representing the shares to be received by 
Iowa in exchange. 


Paciric Gas & Exectric Co. has filed 
a registration statement, covering $49,000,- 
000 principal amount of first and refund- 
ing mortgage bonds, due December |, 
1977, which will be offered under com- 
petitive bidding conditions. Net proceeds, 
together with treasury funds, will be u 
to redeem on January 1, 1946, at 105, plus 
accrued interest, all the Series I, 3} per 
cent bonds, due June 1, 1966, now out: 
standing in the aggregate principal 
amount of $49,927,000. 


Hearings Scheduled 


Octoper 22: On amendments to the 
plan filed some time ago for liquidation 
and dissolution of Crescent Public Service 
Co. 

Ocroser 22: On recapitalization plan 
of Wisconsin Power & Light Co., a su” 


sidiary of North West Utilities Co., 8 
mediate holding company in the Middle 


West Corp. System. 


Ocroser 24: On proposal of Niagal 
Hudson Power Corp., to reduce the pi 
value of its common stock from $10 
$1 a share, thereby creating capital s¥ 
plus in the amount of $86,229,076. 
with pr 


f Ase 


NovemBer 5: In connection 
posed compromise and settlement 0 
ciated Electric Co.’s claims against 
Associated Gas & Electric Co. and As* 
ciated Gas & Electric Corp. 
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Manufacturers Make 
Sales Assignments 


Electrical manufacturing companies 
have recently made the following ap- 
pointments to their sales staffs: 


Putco Corp., Storage Battery Division, 
has appointed Charles F. Greene as At- 
lanta representative. Mr. Greene was for- 
merly connected with A. K. Sutton, Inc., 
Phileo distributors in Charlotte, N. C. 


WestINcHOUSE Exectric Corp., Lamp 
Division, Bloomfield, N. J., has named At- 
lantic Ultra-Violet Co., New York, as ex- 
clusive distributors for the bactericidal 
“Sterilamp” in metropolitan New York, 
southern New York State and Long Island. 


CrOCKER-WHEELER E cectric Mrc. Co. 
has appointed J. M. Hanson district man- 
ager in New England to succeed L. S. 
Howland, who retired after 25 years’ serv- 
ice in that territory and more than 40 
years with the company. Mr. Howland 
will continue with the company in New 
England as specialist in textile and allied 
industrial applications. Mr. Hanson has 
been with the company for the past ten 
years. 


STANDARD TRANSFORMER Co., Warren, 
Ohio, has appointed J. M. Livingston, with 
offices at 30 North LaSalle Street, Chicago 
2, Ill, sales engineer to cover the north- 
ern sections of the States of Illinois and 
Indiana. 


OPA Grants Price Increase 
on Fractional H.P. Motors 


OPA has granted manufacturers of 
fractional horsepower motors an_ in- 
crease of 9 percent of producers’ ceiling 
prices. According to the OPA, the in- 
crease is designed to “remove any price 
impediment to expansion of production 
of these motors,” which are used in 
vacuum cleaners, washing machines and 
other electric-powered products. 

The 9 percent increase is being au- 
thorized after a study of cost data pro- 
duced by the industry and in compliance 
with President Truman’s Executive Or- 
der 9599, authorizing the OPA to “cor- 
tect maladjustments or inequities” in 


prices, the OPA stated. 


Kensington Steel Control 
Bought by Poor & Co. 


Control of Kensington Steel Co., Chi- 
‘ago, has been acquired by Poor and 
Co. who have owned a_ substantial 
stock interest in it for many years. 
Kensington has been producing ORO 
‘anganese and alloy steel castings 
nee 1926 and will continue under the 
‘me management. Eugene C. Bauer 
; President: Kenneth Jensen, vice-presi- 
“at, R. W. Sergeant, secretary-treas- 


rer ; 
fy and F. C. Anderson, sales man- 
ger, 


Sales Opportunities 


Ruope Istanp—Narragansett Electric 
Co., Providence, plans new three-story 
switch house at power plant on Eddy St., 
estimated to cost about $125,000, with 
equipment. Building permit has been se- 
cured and work will begin soon. 


Missourt—Falstaff Brewing Corp., 3684 
Forest Park Ave., St. Louis, plans new 
plant, consisting of several multi-story 
main buildings and auxiliary structures, 
with machinery and electrical equipment 
for large capacity. Cost reported over 
$1,500,000. Proposed to begin work in 
near future. * 


lowa—Town Clerk, Sanborn, will re- 
ceive bids until November 15 for new 
municipal power plant and electrical dis- 
tribution system, including (1) power 
station building, 45 by 73 ft.; (2) two 
diesel engine-generating units, with rating 
from 550 to 750 b.hp., with complete 
auxiliary equipment; (3) electrical switch- 
board, power and lighting wiring, conduits, 
fixtures, etc., and (4) electrical distribu- 
tion system, complete with meters, serv- 
ices, etc., all as per plans and specifications 
on file at office noted. Buell & Winter 
Engineering Co., Insurance Exchange 
Bldg., Sioux City, is consulting engineer. 


CatirorniA—City Council, Fullerton, has 
plans for new city-wide street-lighting sys- 
tem, including 110 single unit metal stand- 
ards. Understood that bids will be asked 
soon. Herman A. Hiltscher, city engineer, 
in charge. 


NortH Caro_ina—Marshall Field & Co., 
222 West North Bank St., Chicago, IIl., 
has authorized expansion and improvements 
in cotton, rayon, dyeing, bleaching and 
finishing mills at Spray and other points 
in North Carolina, including additional 
buildings. Program will be carried out in 
1946 and is estimated to cost over $1,000.- 
000 in that year; during several succeeding 
years, project will be continued at esti- 
mated annual cost of $5,000,000, with new 
mills proposed in these later years. Luther 
H. Hodges is vice-president and general 
manager of mill division. 


Maryianp—Delaware Power & Light 
Co., Wilmington, Del., has authorized ex- 
tensions in 66,000-volt transmission line to 
points in Kent and Sussex counties, Del.. 
to connect with Wilmington high-tension 
system. Also for further additions in lines 
to make connection with system of Eastern 
Shore Public Service Co., in Maryland. A 
new transmission line will be constructed 
from Vienna generating station of Eastern 
Shore company to Delmar, Del:; and pres- 
ent transmission line between Salisbury and 
Berlin will be rebuilt. 


_ CatrrorntA—American Can Co., 4815 
Santa Fe Ave., Los Angeles, has plans for 
two additions to local plant, two-story, 50 
by 100 ft., and one-story, 100 by 100 ft.. 
respectively, with machinery and electrical 
equipment for large increased capacity. 
Also will build new storage and distribu- 
tion warehouse, 35.000-sq. ft. floor space. 
Cost estimated close to $1,000,000. Main 
offices at 230 Park Ave., New York, N. Y. 


lowa—City Council, Burlington, has au- 
thorized plans for new street-lighting sys- 


tem, including estimates of cost. Harry 
Vollmer, city engineer, in charge. 
MississippI—Masonite Corp., Laurel, 


fiber board products for insulating and 
other service, plans expansion and improve- 
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ments in mill, including additional produc- 
tion buildings. Machinery and electrical 
equipment will be installed for increased 
capacity. Cost estimated about $1,000,000. 
Work will begin soon. 


Wasuincton—Northwestern Electric Co., 
Vancouver, has plans for new power sub- 
station at Mill Plain and Ellsworth Rd., 
and will begin work soon. Extensions will 
be made in transmission lines for connec- 
tion with high-tension system. A city per- 
mit has been granted for work. 


Montana—U. S. District Engineer Of- 
fice, Fort Peck, has plans maturing for 
installation of second hydraulic turbine- 
generator unit in local hydroelectric power 
plant, and will ask bids for certain branches 
of work in near future. 


New Jersey—Ford Motor Co., Dearborn, 
Mich., has purchased tract of about 78 
acres of land in Raritan Township, near 
New Brunswick, as site for new eastern 
assembling works for Lincoln and Mer- 
cury automobiles. It will comprise a main 
production building, about 500,000-sq. ft. 
floor space, with several auxiliary struc- 
tures. Machinery and electrical equipment 
will be installed for large output. A boiler 
plant will be buijt, with power substa- 
tion and other utility units. Cost reported 
close to $3,000,000. Bids for erection will 
be asked soon. Proposed to begin con- 
struction early next spring, with comple- 
tion seheduled by close of 1946. 


Wisconstn—Water and Light Commis- 
sion, Marshfield, will receive bids until 
December 3 for extensions in steam de- 
partment of municipal power plant, in- 
cluding installation of new boiler unit, 
firing equipment and complete accessories. 
Helmick, Edeskuty & Lutz, Essex Bldg., 
Minneapolis, Minn., are consulting engi- 
neers. 


ILLiINo1is—Commonwealth Edison Co., 
Chicago, has plans for new two-story addi- 
tion to mechanical shop at Fisk St. gen- 
erating station, and will award erection 
contract soon. 


West Vircinra—Carbide & Carbon 
Chemicals Corp., South Charleston, plans 
expansion in local plant, comprising sev- 
eral new one and multi-story buildings, 
with machinery and electrical equipment 
for large increased capacity. Cost reported 
in excess of $2,000,000. Work will begin 
at early date. Main offices are at 30 East 
42nd St., New York, N. Y. 


Iowa—-Department of Municipal Utilities, 
Rock Rapids, has engaged Perkins & 
McWaybe, Sioux Falls, S. D., consulting 
engineers, to make surveys and estimates 
of cost for proposed extensions and im- 
provements in municipal steam-electric gen- 
erating station, with installation of new 
generating unit and auxiliary equipment. 


MicuicAN—Board of Education, Mar- 
quette, is considering installation of flood- 
lighting system at new high school ath- 
letic field. Details and estimates of cost 
will be determined soon. 


Souta Daxota—At recent special elec- 
tion, citizens of Miller authorized Common 
Council to arrange bond issue of $95,000, 
for extensions and improvements in mu- 
nicipal power plant, including installation 
of equipment for increased capacity. Pro- 
posed to have plans prepared and ask 
bids soon. 
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Water Cooler 





Portable water cooler: I'/.-gal. cap. ; 1/12-hp. 
hermetically sealed unit; 22 in. wide, 13 in. 
high and 12 in. deep. Norge Division, Borg- 


Warner Corp., 670 East Woodbridge St., De- 
troit 26, Mich. 


4 small portable electric water cooler, 
which was designed for use in_ offices, 
homes, hospitals, hotels, clubs, etc., is 
said to be easily carried by an ‘average 
individual. The water compartment is 
designed to accommodate a_ one-gallon 
bottle, however, a five gallon bottle may 
be used if desirable. The unit has a cup 
dispenser attached to the front of the 
cabinet. 


Welding Equipment 





Thinweld attachment for light gage welding 
three ranges. Hobart Bros. Co., Hobart 
Square, Troy !, Ohio. 


A three-step attachment that is connected 
into the ground circuit of the welding ma- 
chine provides three additional welding 
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ranges below the minimum capacity of the 
machine. By plugging the’ jack in the 
low position the machine will deliver 10 
to 20 amp., in the medium position, 15 
to 30 amp., and high from 25 amp. up 
to the minimum of the machine capacity. 
Intermediate points are obtained by manipu- 
lating the field rheostat. 


Fluorescent Lamps 


T-10 Circular fluorescent lamps with trans- 
lucent rotating bases: 12-in. diam.; 32 watts; 
2500 hour life; output 1,600 lumens. Sylvania 
Electric Products Co., Salem, Mass. 


The translucent plastic base permits turn- 
ing the lamp 180 deg. without removing it 
from the lampholder. By reversing the 
position it may be turned another 180 
deg. completing the 360 deg. turn around 
the holder. The plastic base also picks up 
light from the lamp and tends to elimi- 
nate the dark spot in the continuous ring 
of light. The lamps are reported as 
suitable for ceiling fixtures, tables and port- 
able lamps. Other sizes (8}-in. and 16-in. 
outside diameter) will be available at a 
later date. 

a 


Tachometer 





P 


ortable hand 
or ft. per min. 
432 Lincoln St. 


tachometer: 0 to 10,000 r.p.m. 
range. Metron Instrument Co., 
Denver 9, Col. 


Tachometer has three ranges (0 to 2,000 

0 to 4,000 and 0 to 10,000 r.p.m. or ft. 
per min.) available and the one desired 
is obtained by setting the range finder. 
The head consists of a set of contacts which 
are operated by the rotating shaft. Read- 
ings on the scale are directly in r.p.m. or 


ft. per min. The unit is equipped with 
two disks which make six ft. per min. 
ranges available. The report states that 


the unit contains no gears or gear shifts 
and is not of the generator type. 





BUYING ELECTRICAL EQUIPMENT?— 
McGraw-Hill’s Electrical Buyers Reference 
is a convenient place to look first for 
manufacturers’ product data, names and 
addresses. 
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Voltage Dividers 









Capacitance voltage dividers 2 
15,000-, 35,000-, or 50,000-volt peak pulse 
levels. General Electric Co., Schenectady, 
N.Y. 


Units are designed for use in measuring 
and observing high-frequency voltages up 
to 50,000-volt peak. Each divider may he 
obtained with two independent voltage 
ratios of any desired value. Connected to 
the h.f. circuit, it provides for one or two 
step down ratios, reducing the voltage to 
a suitable low value for connection to a 
voltage measuring device, an oscilloscope, 
or both. Unit consists of a high-voltage, 
ceramic bushing in series with one or more 
Lectrofilm capacitors and is assembled in 
a hermetically sealed tank. Units can be 
supplied with microphone-type cable leads, 
having screw-in terminals or with connec 
tors for attachment of the coaxial cable. 








Connector Tool 





"'Hytool"’ for use on wire sizes from No. 2 
No. 10. Burndy Engineering Co., inc., 
Bruckner Blvd., New York 54, N. Y 


Tool is said to fill the gap between power 
operated tools used for volume producto! 
and hand-operated pliers used for mall 
tenance and repair work. Four features 
reported are. wide jaw opening and fron! 
feed, reduction of worker fatigue, termini 
is attached in single stroke of the machine 
and each die set accommodates three col 
necter since. ‘The tool ie fest Seen 


Insulating Varnish 






No. 996 silicone varnish: cures at 5 oe 
waterproof: d electr c strength—| ; a 
volts per mil; dielectric constant 3f ie 
cycles 3.0: power factor at 1,000 cy e 


percent. Dow Corning Corp., Mic 





Material was developed for low tempe® 
ture baking which would require no 9 
cial equipment, curing or application te 
nique. Treating and baking s hedule 1 
ommended is: (1) heat to remove all trace 
of moisture from apparatus; (2) dip, 
vacuum impregnated; (3) remove 1 
Varnish and drain; (4) bake at 70%" 
deg. C. until solvent is removed: '9) # 

- =) dew, C. fort 
plete cure by baking at 150 Geg. “ 
to 10 hours; and (6) cool and repeat step 
2 through 5. 














